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NPN INDEX JAN. = JUNE 1955 


The following list comprises the category heads used in this index. Dl 
ADDITION TO THESE, companies, associations, personalities and agencies are 
listed under the individual name of the group or person. 


Marketing. coccccccccecscccccecs cl OGG 
MarketSccccocccseccecccececccecs 7 
Merchandising - Advertising - 
Promotion,.cccccessecccece 
Military, .ccccsccceccsesccerseres 
Natural GaBeccovecccesccccceses 
News BriefBecccoccecececeoceece 
Oil Burners-Heating Equipment.. 
Packaging. ccccccccsecccecocecece 
Pipe LineSccccccccccsccocccccecs 
Prices, Profits. ccccceccececes " 
Public Relations. ..cccccecececes ” 
Publications. .ccccccecccsecseces 
Refining, Refineries....cescese 
REG1ONS..cccccccscccsocsccovecs 
Safety. cocccccerceccscccsceccces 
Service Station6....-sccceccecs 
SCOrage ococcccecccsceccccceecces 
Supply*Demand....cccescoosseece 
TAXES. ccocccccocccceccecceesees 
Tires -Batteries-Accessories.... 
Traininge. c.coccccecccccccccecos 
Transportation..cccccsscseccsecse 
Trucks, Trucking. cccoccesceceses 


ACCOUNTING. ccccccccccccccsocce cb AGe 
Air Pollutionec-coccccccececes 
MBOMORLVG ces ccecceccocesceese 
AvintlOhccococceceeceeoeooocce 
Barges, Barge Transportation.. 
Bulk Plants & Terminals....... " 
Comments From ReaderS.cecocees " 
COVETS .occcccccccccccccccceees 
Creditccccccccccccscccccceseces 
Editorially Speaking...eccsces " 
Equipment .ccccccccscvcscccsece 
EXpans10n.cevcccccceserececces 
Farm Trade secseccesccacseccses 
Federal Governmente..cecceccece 
Poertiliser.ccccccceccccocccccs 
Financial Reports,.ceccsccesess 
Fuel Olle cccccccccececocecececs 
Gasoline...ccccccccccccccssece 
HIghwayS .cccocccccccccecccccces 
Imports-Exports..cercccccccecss 
INSULANCE. coccecccccccccccececs 
Labor Relations..ccccccccccces 
Liquefied Petroleum Gas....... " 
Lubricants, Lubrication....... " 
Management. ccrccccccesccesecess 


eee ee 
ee FOOUWNMO ODAANAAAMUU FWWNNNM RFF 


Note: THE NPN Factbook, a statistical and reference yearbook published in 
mid-May, is not included in this index. 
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A_ & A SERVICE STATION 


Electronic analyzer boosts sales, 
pics 1 - 129 


Electrofile Corp. speeds record 
keeping, pic 5 ~ 137 

Sohio launches IBM credit card 
system tied to accounting systen, 
pic 3 - 61 

Texas jobbers hold Management Insti- 
tute in accounting and record 
keeping 4 = 98 


OIL CO, 

Profit sharing, pensions hike TBA 
sales, pics 2 = 133 

Seeking tenants for proposed building 
hk = 164 


ADAM COOK'S SONS, INC, 
Purchases William J. Faul Co. 


4 = 167 - Regions 


ADVERTISING 
See MERCHANDISING, ADVERTISING, 


PROMOTION 


AFFRON, JEROME S,. 
Plans public storage river terminal 


at Newburgh, N. Y. pics, map 
1 = 136 


AGRICULTURE 
See FARM TRADE 


AIR POLLUTION 


Tide Water launches ‘clean’ gasoline 
in smog-conscious West. 3 = 70 


ALEMITE CO. 
On=the-spot repairs of lubrication 


equipment, pics 5 - 146 


CKEY 
Profit in marine service station 
operation on Long Island, pic 
5° 195 


AMERICAN COAL CO,, INC, 
Jobber's Sons are Earning Their Way, 


story of Sheketoffs, pic 1 - 44 


AMERICAN GAS ASSN, 
Reports on number and potential 


number of customers 4% = 132 


NPN - JAN, = JUNE 1955 


ICAN OIL CO 
Moves to new building 6 - 130 - Regions 


ICAN PETRO 

Gold awards to 5 Southern oilmen 
4 - 168 = Regions 

Lubrication Committee hears Raviolo, 
Ford, on automotive developments 
challenging oil industry 4% =- 50 

Marketing Division Committee Chairmen, 
pics 2 - 195 

Marketing Division committee sessions 
shows it's a working body 6 - 45 - 
Edit. 

Operations & Engineering Committee: 

lans, program, membership, pics 

an correction June NPN p. 65) 


7-2 


AI 
Congressional action may affect oil 
industry 3 - 50 


ARKANSAS FUEL OIL CORP. 
Expansion in Georgia 3 - 92 = South 


Top marketing officials attend 'school', 
pics 4 - 93 


ARKANSAS INDEPENDENT OI S_AS. 
Annual meeting plans steps to 
strengthen, enlarge; hear La. 
marketer tell of growth of his 
group 1 - 75 - Assns. 


ARMED SERVICES PETROLEUM PURCHASING AGENCY 
See MILITARY 


ARMY 
See MILITARY 


ARROW PETROLEUM CO, 
Finds commission truck driver plan pays, 


pics 6 - 113 


ASSOCIATIONS 
See specific association by name 


ATLANTIC COAST COLUMN 
See REGIONS - East 


AUTOMOTIVE 
Chrysler gas turbine car makes debut at 
service stations, pics 6 = 53 
Dealers see trouble with New York 
inspection law 3 = 95 - East 
Gas Turbines-How They Can Change Oil 
Marketing, pic, cover 4% - 45 = Ridder 


-l- 





AUTOMOTIVE ~ Cont'd 

Heinen, Chrysler Corp. tells 
Pennsylvania jobbers effects of 
power accessories 6 = 70 

Michigan jobbers hear Hitchings on 
ae market for o11 products 
6- 

'55 passenger car modele bring mech- 
anical. changes affecting oil mar- 
keting 1 = 52 

Problems of delaying New York car 
inspections 5 = 120 - Regions 

Raviolo of Ford tells API lube men 
of developments that will challenge 
oil industry 4 = 50 

Shell's annual estimate of passenger 
car lubrication and TBA needs 
k= 1hy 

Specialists at NLGI convention dis- 
cuss ‘What's Wrong in Car Greasing 
Today?', pic 1 = 8&9 

What O11 Companies Are Doing to Win 
Trade of the Cost-Conscious Tourist, 


pics 4 - 52 


AVIATION 
What the turbo-prop will mean to oil 


industry, pic 3 - 63 


BARGES, BARGE TRANSPORTATION 
Ashland towboat sets record, pic 


4 = 67 

Montauk Oil Transportation and Cirillo 
Bros. Oil prove value of barge-oil 
jobber combination, pic 2 - lll 


BAR 0 1 OIL Co. 
Plans complete rebuilding program 
4 - 164 - Regions 


BATTERIES 
See TIRES, BATTERIES, ACCESSORIES 


BETTER HOME HEAT COUNCIL 
Program and goals for anti-gas fight 


2-98 


BLAKELY'S 
Advertising splash pulls them in, pics 
6 - 107 


BONDED OIL CO. 
Highest percentage of TBA budget 
business in Ohio 6 = 145 





BRAUN BROS, OIL CO, 
Doepels find ‘Scientific’ Planning 
Leads Son into Oil Marketing, pics 
1 - he 





BRIEFS 
See NEWS BRIEFS 


BRYAN COOPER OIL CO, 
Jobber changes from Atlantic Refining 
to Phillips 5 = 120 = Regions 





BULK PLANTS & TERMINALS 

Affron plans public storage river ter- 
minal at Newburgh, N.Y. map, pics 
1 - 116 

Esso's problems of forced sale of barge 
terminal at Ft. Plain 3 - 126 

Goodrich's syntheticerubber tank 
diaphragm, pics 5 = 135 

How to Dispose of a ‘Retired’ Bulk 
Plant, pics 3 = 125 

Howard-Reed O11 Co. finds ground-level 
warehouse cuts costs, pics 6 = 100 

New terminals in Northeast 2 =- 102 = 
Regions 

Phillips and Colonial announce pipe line 
terminal at Birmingham 5 - 120 - 
Regions 
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BULK PLANTS AND TERMINALS - Cont'd 
Sandri, Cities Service jobber, expand- 


ing bulk plant, pics 2 = 145 


BUREAU _OF R 
‘See TAXES 


UREAU OF MINE 
Official forecast of oil supply and 
demand, table 2 = 56 


BUTANE 
See LIQUEFIED PETROLEUM GAS 


S UTORS AS 
Winter meeting votes neutrality on 
stamp laws, pic 4 - 97 
See PACKAGING 
CARLSON (A.B.) CO, 


Patent suit brought by Scully Signal 
Co. 5 * 137 


See ANTITRUST 
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CAR URE ORP 
Field schools offer carburetor 
service training 2 - 55 


CHEK -CHART CORP, 
Offers customers oil selling aids 


4 = i202 
CHIEFTAIN OIL CQ, 


Grows on service to vacationers 


CITIES SERVICE 


Former division manager now operates 
Quality Oil Co. 5 - 118 - Regions 


k = 61 


“Ki OIL 
Makes by-passed bulk plant pay, pics 
3 - 141 
CITY FUEL OIL CO, 


Builds business by selling itself and 
cutting costs, pics, map 5 - 112 


COLONIAL OIL CO, 
Announces new pipe line terminal at 
Birmingham 5 ~- 120 =~ Regions 


FROM R Ss e 
Jacobs, L. L, Lionel L. Jacobs & Sons 
stresses need for ‘realistic sales 
forecasts! = 122 


CONGRESS 
See FEDERAL GOVERNMENT - Congress 


CONNECTICUT PETROLEUM ASSN. 

Hears panel on Oil Burner Service: How 
to Make it Pay, pics 4% - 127 

Hopeful gasoline tax collections bill 
will pass 6 - 889 

Kundahl presents gasoline price war 
solution at convention dinner: Wilkes 
asks strong support of NOJC 5 = 71 


ONS -0 ASSN 

New marketing arrangement with Kent Oil. 
40 jobbers take on Falcon products, 
pic 5 - 51 - Castle 


CO; AL O 
Nemeth tells Missouri jobbers of need 
for dealer training, sales push 
4 = 104 


COVERS 
January Doepels, Sr. and Jr., ‘How To 
Raise Your Son to be a Jobber' 
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COVERS = Cont'd 

February Television studio. ‘Humble 
Uses TV to Unveil New Gasoline’ 

March Macdonald fuel truck spraying 
fertilizer 

April Gas turbine engine, cross- 
eection view 

Mey Premium stamps 

June ‘What U. S. Business Boom Means 
to You', 12 pics 


Bremerton joins Washington OHI plan 
to clear credit applicants, pics 
1 - 109 

Du Pont survey shows service station 
dealers’ position 5 = 52 

Nebraska~Iowa Oil Co. uses mortgages 
to cut loss, pics 3 - 103 

New organization: Winona Petroleum 
Credit Assn. 3 = 91 - Regions 

Plan of Indiana Standard's Joliet 
division 3 - 112 

Sohio launches IBM credit card 
system, pics 3 - 81 

TBA budget plans as they work in Ohio 
6 - 145 - Sturtevant 

TBA men favor budget selling on 
credit cards 6 - 136 

Union Oil's largest system under 1 
roof 3 - 99 - Regions 


0 
Organizing new marketing territory 
in North Carolina 4 - 81 


Grown on service to vacationers 


4 - 61 


DEEP R OIL 
Purchased by Keer-McGee Oil Industries, 
pic 6 - 57 


See MARKETING 


DEPAR 
Oil & Gas Division is now Office of 
Oil & Gas 5 - 63 -B 


Court to get tire quantity discount 
case 6 - 73 . 


DEPARTMENT OF LABOR 
Fair Labor Standards Act. Louisiana 
marketers being checked for viola- 
tions 3 - 91 
Fair Labor Standards Act. Ohio jobbers 
again urge definite limits on Federal 
control 5 - 7% 


DRESSLER, JOHN 
Reasons for resigning leadership to 


New Jersey Gasoline Retailers Assn., 


pics 4-71 


DRUMS, CONTAINERS 
See PACKAGING 


DU PONT (E,I,) de NEMOURS & CO, 
Latest service station survey 5 = 52 
Wins injunction against selling anti- 

freeze below Fair Trade price 
3-114 


NPN - JAN. = JUNE 1955 








EAST COLUMN 
See REGIONS = East 


TOR SP 
AFL's Economics of Distribution 
Foundation should study oil's 
example 4 = 43 
API Marketing Division committee 
sessions shows it's a working body 
6 = 45 
Independent jobbers should strengthen 
NOJC budget with $10 each 1 = 33 
McGraw-Hill survey reveals bright 
auguries for the future 6 = 45 
NOJC revives threat to go to govern- 
ment with price-cutting complaint 
3 = 45 
NOJC ‘task force’ meets in Washington 
3 - 45 
Oil Heat Market Reports will survey 
markets as basis for promotional 
campaigns 4& = 43 
Though supply demand picture looks 
good, danger of oversupply is still 
there as McCollum points out 2 - 43 
You and the Federal 'Gas' Tax 5 = 43 


ELECTRIC AUTO*LITE CORP, 
Sponsors distributor operated schools 


for light repair training, pic 
a 


EMPIRE STATE PETROLEUM ASSN, 
Adds 5th new chapter 6 = 90 
Co-sponsors management training 
courses at ownership level 5 =- 72 

Organizes 4th chapter, Erie-Niegara 
Chapter. Officers 4% = 106 

Pension-insurance program small 
jobbers can afford, pics 2 = 75 

Polls Members on liquid fertilizer 
business 6 = 90 

Reconstituted Consumer Protection 
Committee to battle limiting oil 
imports 4 = 107 

Spring meeting votes highway plans, 
opposes gasoline tax rise 6 = 95 

Starts membership drive 3 - 130 

3 new chapters organized 1 - 77 


EQUIPMENT 
Also see OIL BURNERS & OTHER HEATING 
EQUIPMENT 
A & A Service Station finds electronic 
ignition analyzer boosts sales, pics 
1 - 127 
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EQUIPMENT - Cont'a 





Alemite Co. offers on-the-spot repairs 
of lubrication equipment, pics 
5 = 146 

Electrofile Corp. speeds records 
keeping, pic 5 - 137 

Farrington Mfg. tests electronic 
billing system, pic 4 - 177 

Fuel O11 Corp. uses Foamglas insulation 
for tanks, pic 2 - 174 

Goodrich's synthetic-rubber tank 
diaphragm, pics 5 = 135 

How Socony simplified its packaging, 
illus 6 - 164 

Maine Oil & Heating Equipment Dealers 
Assn. formed 4% = 107 

0il-O-Tronic hikes oil sales for 
AurorasU-Serve station, pics 3 - 165 

Possible materials for truck tanks 
2°133 

Progress report on use of aluminum 
truck tanks, pics 2 - 113 

Scully brings patent suit against 
Carlson Co. 5 = 137 

Shell unveils speedy oil test service, 
pics 4 - 111 

Socony licenses DuMont to manufacture 
electronic engine analyzers 6 - 168 

'Traffic Circle’ used at Shell motor 
oil canning plant, pic 1 = 122 

Visa-Clean designed to clean sludge from 
service station gasoline storage 
tanks, pics 1 - 128 


ESSO STANDARD OIL CO, 
Ads in 105 states stress highest octane 


gasoline pic 2 - 46 
Problems of forced sale of barge ter- 
minal at Ft. Plain 3 - 126 


P 
Revised octane survey covers 53 market 
areas 5 - 63 


EXPANSION 


Arkansas Fuel Oil Corp. expands in 
Georgia 3 - 92 - Regions 

Kerr-McGee moves into marketing with 
purchase of Deep Rock, pic 6 - 57 

McGraw-Hill survey reveals bright 
auguries for future capital expen- 
ditures 6 - 45 - Edit. 

McGraw-Hill survey sees capital expen- 
ditures '55 above '54, table 1 - 51 

Nebraska-Iowa Oil expands with bond 
financing plan, pics 1 - 66 






= Cont'd 

Phillips continues expansion in Florida 
with new terminal 5 - 120 = Regions 

Phillips and Sinclair expanding mar- 
keting territories in Texas 
lk - 163 = Regions 

Sandri, Cities Service jobber, expands 
bulk plant, pic 2 = 145 

Sunray and Mid-Continent merge, map 
6 = 54 

Tide Water plans more service stations 
in West 3 - 97 - Regions 

Traylor O11 consolidates overextended 
operation for new profits, map, pic 
6 - 75 

U.S. Expansion Spells Good Times 
Ahead for O11 Marketers, pics, 
tebles 6 = 46 

Vote due on merger of Sunray and 
Mid-Continent 3 = 67 


See IMPORTS=EXPORTS 


FAIR LABOR STANDARDS ACT 
See DEPARTMENT OF LABOR 
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How Texas Oil Marketers Fight LP-Gas 
Invasion, pics 4 = 87 

1955 outlook good for oil industry 
2° 97 - Regions 

Wilson Oil cuts delivery costs with new 
routing system, pics 4 - 173 


FAUL (WILLIAM J 0. 
Purchased by Ada Cook's Sons, Inc. 
4 - 167 - Regions 


FEDERAL GOVERNMENT 
CONGRESS 

Expected to act on several fronts 
concerning oil 5 = 62 

Jobbers go to Washington to give 
Congressmen their views on cutting 
ofl imports 6 = 65 

Subjects affecting o11 industry ex- 
pected in 84th Congress, pics 3 - 49 

What Congress is Doing in Oil Market- 
ing, pic 4 = 62 

Will face gas producer issue over 
extent of FPC control 1 = 62 


CONGRESSIONAL COMMITTEES 

House Small Business Committee (Patman) 
Roosevelt subcommittee hears gasoline 
retailers testify on grievances 
5 - 61 

House Small Business Committee (Patman) 
Roosevelt subcomiuittee hears majors 
deny picture painted by NCPR 6 = 65 

House Small Business Committee (Patman) 
Roosevelt subcommittee hears repre- 
sentatives from major companies deny 
dealers' charges 6 = 69 

House Small Business Committee (Patman) 
Roosevelt subcommittee to study dis- 
tribution problems, esp. station 
lease renewals 4 = 62 

House Small Business Committee (Patman) 
Subcommittee under Evins will seek to 
determine if federal agencies have 
properly guarded small business 
4 = 62 

House Small Business Committee (Patman) 
Subcommittee under Multer to study 
government procurement, disposal and 
loan activities 4 - 62 

Small Business Subcommittee 

Encaienae’ Seeking information on 
retail relationships for price war 
data 1 - 64 
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FEDERAL GOVERNMENT - Cont'd 


CONGRESSIONAL COMMITTEES 


Senate Small Business Subcommittee 
Humphrey) To study New Jersey 
price war 5° 

Senate Small Business Subcormittee 


(Humphrey) To study price wars in 


New Jersey 4& = 67 


FEDERAL TRADE COMMISSION 


DJ to bring tire quantity discount 
case to court 6 = 73 

Expected to file charges on TBA 
commission override contracts 


2° 59 


FERGUSON“STEERE MOTOR CO, 


Conducting hishway safety campaign 
5 = 115 - Regions 


FERTILIZER 


Liquid Fertilizer: The Outlook For 
1955 for heating oil distributors, 
tables, pics 3 - 51 

McKinnon & Co. sells Fertilene for 
homeowner's application 5 = 120 = 
Regions 

New York jobbers polled on liquid 
fertilizer sideline 6 = 90 


FINANCIAL REPORTS 


Pure Oil to devote $41 million to 
capital expenditures 4 = 81 


FLORIDA PETROLEUM MARKETERS ASSN, 


F 





Annual meeting highlighted by gaso- 
line price wars; backs White's 
program; opposes turnpike con- 
struction 5 = 68 


M C 

Raviolo tells API of automotive 
developments that will challenge 
oil industry 4 = 50 


FUEL OIL 
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Citrin-Kolb makes by-passed bulk plant 
pay with heating oil, pics 3 - 141 

Connecticut distributors panel dis- 
cusses oil burner service: how to 
make it pay, pics 4 = 127 

Hager-Fox Heating & Refrigeration Co. 
finds profit in new-home heating, 
pic 6 - 160 

Kentucky marketers get actual figures 
on comparative fuel costs 3 = 130 





FUEL OIL = Cont'd 

Liguid Fertilizer: The Outlook for 1955 
for fuel oil distributors 3 - 51 

Meyer's chart is guide to oil burner 
service, pic 2° 91 

Oil Heat Market Reports: plans, organ- 
ization, NOHC reaction 4 - 132 

Oil Heat Market Reports supported by 
14 companies 5 = 52 

Oil Heat Market Reports will survey 
markets as basis for promotional 
campaign 4 = 43 = Edit. 

Use by electric utility power plants 
drop in Oct. 1-110 


VS. NATURAL GAS 

American Gas Assn. reports on number 
of customers and potential 4 =- 133 

Better Home Heat Council goals and 
program to combat natural gas 
2 - 98 - Regions 

Drive to consolidate Long Island asso- 
ciations for more effective promo- 
tion of oil heat 5 = 72 

Hager-Fox Heating & Refrigeration 
finds installing heating systems 
in new homes pays, pic 6 =~ 160 

Kentucky jobbers hear figures on com- 
parative fuel costs 3 = 130 

NOHC outlines plans for financial help 
from major companies for promotion 
campaign 1 - 114 

Natural gas set to invade Florida 
market 2 - 106 - Regions 

New groups form in New England to 
fight natural gas, organization 
1 - 104 = Regions 

Northwest OHI plans for combating gas, 
boosting oil heat 5 = 107 

Oil Heat Council of New York to pro- 
mote use of oil heat 4 = 106 = Assn. 

OHI convention hears value of working 
more closely with new-home market. 
ACTION to start functioning in the 
fall, pics 6 = 159 

Philadelphia o1l men show what can be 
done to combat natural gas competi- 
tion, pics, map 4% - 119 

Quicker action against gas urged at 
New York Oil Heating Assn. meeting 
6 = 90 

Rhode Island dealers unite to oppose 
natural gas 5 - 120 = Regions 

Ritter gives Iowa jobbers points for 
competing with natural gas by giving 
more service 4 - 163 - Regions 












FUEL OLL = Cont'd 
VS NATURAL GAS 
2 new organizations in Maine and 
Florida plan to promote oil heat 
4 = 107 = Assn. 


FUEL OIL DISTRIBUTORS ASSN, OF NEW JERSEY 





Wants Houre of Service Law of 1936 
amended 3 ° 95 = Regions 


GARDEN STATE GASOLINE RETAILERS ASSN, 
New group hopes to settle gasoline 
price war 4 - 74 
New price cuts threaten fight for 
gasoline margin 5 - 62 


S 
See AUTOMOTIVE 


Effect of '55 car models on gasoline 
sales 1 = 52 

Esso ads stress high octane rating 
of Total Power Esso Extra, pic 
2 - 46 

Florida gasoline sales up since '50 
3 - 94 - Regions 

Gallonage on New Jersey Turnpike 
dropped in '54 3 = 94 = Regions 

Humble introduces new premium gaso- 
line to field sales force via tv 
circuit, pics, cover 2 = 45 


-* 





GASOLINE - Cont'd 

NPN survey shows ratio of TBA profits 
to gasoline gallonage on rise, table, 
chart 1 = 81 

Tide Water launches 'clean’ gasoline to 
smog*conscious West 3 = 70 


CONSUMPTION TABLES 
September 1954 1 = 147 
October 1954 table 2 = 193 
November 1954 table 4 - 209 
January, 1955 5 - 165 
February, 1955 6 = 194 


OCTANES 

Ethyl's revised survey covers 53 
market areas 5 = 63 

Esso ads in 18 states stress highest 
octane 2 = 46 

Leonard aims at 100-plus with 2 new 
refining units 6 = 55 

What's ahead in rising gasoline 
octanes, charts 3 - 47 © Ridder 


PRICES 

Connecticut jobbers hear Kundshl pre- 
sent price war solution at conven- 
tion dinner 5 - 71 

Florida jobbers hear J. H. White on 
price wars, endorse his position 
5 - 68 

Garden State Gasoline Retailers Assn. 
organizes to end Jersey price wars 
4 = 75 

New cuts in Jersey threaten margin 
fight of retailers’ group 5 - 62 

New Jersey Assembly kills bill guar- 
anteeing a margin equal to ‘selling 
costs' 1 = 64 

Penna. Petroleum Assn. questionnaire 
shows bad marketing conditions in 
state 1 - 76 

Regulation of price signs still issue 
in Florida 2 - 107 =- Regions 

Senate Small Business Comm, asks 12 
majors for price war data 1 = 64 

Senate Small Business subcommittee to 
study New Jersey war 4 = 67 

Texas dealers say price wars lose 
money, deteriorate management -dealer 
relations 3 - 91 

Will Texas Price Guns Blaze Again? 
5 - 56 - Reid 


GAYVERT (E.L.) & CO. 


Purchased by Kendall Refining 
5 - 121 - Regions 


NPN - JAN. ~ JUNE 1955 











GENERAL MOTORS CORP, 


Free schools to encourage light re- 
pairs at stations operated by 
United Motors Service division, 
Rie 2 - 55 

Some long-range truck predictions 


> * i3t 
GEORGIA INDEPENDENT OILMEN'S ASSN, 


Taxes and liability insurance 
spotlight meeting 6 = 89 


GLOVER, JOHN D, 
Harvard Business School professor 
tells how to prepare son for 
career, pic 1 = 46 


GOODRICH (B.F.) CO. 


New synthetic-rubber tank diaphragn, 
pics 5 ~ 135 


OOD TIRE & RUB C 
Introduces full line of tubeless 
tires for trucks 4% - 153 


GREASES 
See LUBRICANTS, LUBRICATION 
GREATER PHILADELPHIA FUEL CONFERENCE 


Waging successful fight against natural 
gas competition, pics, map 4 - 119 


- R G 
Finds installing heating system in 
new homes pays, pic 6 - 160 


HIGHWAYS 


For articles on service stations 
see SERVICE STATIONS-Highweys 
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ILLINOIS P SN 


HIGHWAYS = Cont'd 

Congressional action expected 3 - 50 

ESPA supports highway bond issue and 
construction program in New York 
6 = 95 

Florida jobbers pass resolution 
opposing turnpike construction 
5 - 6 

Gasoline gallonage on New Jersey 
Turnpike dropped in '54 3 = 94 - 
Regions 

Michigan jobbers support repeal of 
Michigan Turnpike Authority 6 - 86 

Missouri jobbers attack formation of 
toll road commission 4 = 104 

Ohio jobbers pass resolution condemning 
limited access highways 5 - 74 

Texas seeks ways to raise money for 
roads 2 - 98 - Regions 





OWARD-R OIL CO 
Ground-level warehouse cuts costs, pics 
6 = 100 


HUMBLE OIL & REFINING CO. 
Uses television circuit to hold field 


sales meeting, introduces new gaso- 
line, pics, cover 2 = 45 





Resolution protesting marketing 
practices 5 - 115 - Regions 


Congressional action expected to affect 
oil industry, pics 3 - 49 

ESPA to battle proposals to limit oil 
imports 4 = 107 











} = Cont'd 
Jobbers go to Washington to fight 
imports restrictions 6 = 65 
OHI to push passage of trade program 
without l’miting residual imports 


6 = 155 
INDEPENDENT GASOLINE DEALERS ASSN. OF 
NEW JERSEY 


Talk of merger with New Jersey Gaso-~- 
line Retailers Assn. 4 = 74 


8 
See NEWS BRIEFS 


N 

ESPA formulates pension-insurance 
program small jobbers can afford 
2° 

Georgia jobbers get reduction in 
truck liability rate 6 = 89 

Pacific Coast service stations give 


away life insurance policies 
1 - 104 


LOWA INDEPENDENT OIL JOBBERS ASSN, 
Charges integrated companies subsidize 
their marketing operations; to 
sponsor traffic safety, other 
resolutions 4 = 99 
Hears W. Re. Williams on importance 


of time studies 4 = 100 
Pics of meeting 4 - 211 


Ritter program of more service to 
combat natural gas competition 
4 = 163 - Regions 

To formulate driving safety program 
4 = Regions 


See MARKETING - Jobbers 
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KANSAS OIL MEN'S ASSN, 
Changes location of convention due to 
Hutchinson Petroleum Club 3 = 92 - 
Regions 
Protests Phillips Case decision 3 = 129 


OIL INDUSTRIES, INC 
Moves into marketing with purchase of 
Deep Rock, pic 6 = 57 


KENDALL REFINING CO, 
Buys E. Le Gayvert & Co. in Elmira- 
Buffalo area 5 - l2l 


KENT OIL CO, 


New marketing arrangement with Consumer 
Cosoperative for Falcon products, pic 
5 - 51 - Castle 


KENTUCKY PETROLEUM MARKETERS ASSN. 
Convention hears actual figures on 
comparative fuel costs. Other 
happenings, officers 3 - 130 


KING, RC. 
Analyzes battery market at convention, 
pic 2 - 138 


PEN 
GP dealer finds gasoline volume climbs 
with light repairs, pic 2 - 54 


LABOR RELATIONS 


For Fair Labor Standards Act See 
DEPARTMENT OF LABOR 

Ada Oil finds profit sharing, pensions 
hike TBA sales, pics 2 - 133 

Congressional action may yield new 

wage minimum 3 - 50 
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LABOR RELATIONS = Cont'd 
ESPA members work out pension= 
insurance program for small 
jobbers, pic 2 = 75 


UNIONS 

AFL's Economics of Distribution 
Foundation should study oil's 
exemple 4 = 43 = Edit. 

Gulf drivers end strike 3-95: 
Regions 

Mergers Bulwark Union Strength, plans 
of AFL-CIO and 0. A. Knight, pic 


intl 
LEONARD REFINERIES, INC. 


2 new refining units aim at 100- 


octane fuel 6 = 55 
LIQUEF TED PETROLFUM GAS 


How Texas Oil Marketers Fight LP-Gas 
Invasion in farming, pics 4 - 87 
Phillips' report shows LPG gained in 
'54 while storage and facilities 

expanded, tables 2 - 67 


UID FERT 
See FERTILIZER 


LONDON OIL CO, 
Becomes distributor for Atlantic 
Refining 5 = 120 = Regions 


S fe) SN 
Co=sponsors courses on management 
training at ownership level 5 = 72 


LOUISIANA OIL MARKETERS ASSN. 
Amar, Ed, fears raise of state 


gasoline tax 4 = 98 
Proud of hospitalization insurance, 
‘corrective’ legislation 1 = 79 


R iTS ATION 

Electronic tester hikes oil sales for 
Aurora-U-Serve station, pics 3 - 165 

'55 car models bring mechanical changes 
affecting oil marketing 1 - 52 

Shell unveils speedy oil test service, 
pics 4-111 

Shell's annual estimate of oil and 
TBA passenger car needs 4& - 144 

Specialists at NIGI convention dis- 
cuss ‘What's Wrong in Car Greasing 
Today?', pic 1 - 8&9 
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LUBRICANTS, LUBRICATION = Cont'd 


MANAGEMENT 


Texas Co. marketing ultra-heavy-duty 
motor oil 5 = 63-B 

13th survey shows motor oil ratios at 
stations are skidding again, chart, 
tables 2 - 48 

Union Oil's approach in selling new 
motor oil 2 = 105 - Regions 









NE OIL & } VALERS ASSN, 
Plans and officers of new group 4 = 107 


Also see TRAINING 
Arkansas Fuel conducts ‘school’ for top 
marketers, pics 5 - 93 
How Standard of Celifornia's new market 
research department will build 
profits, pics 6 - 81 
Nebraska-Iowa Oil finances expansion 
with loans and bonds, pics 1 - 66 
Nebraska~-Iowa O11 uses mortgage to cut 
credit loss, pic 3 - 103 
Problems of changing name to Socony 
Mobil 5 - 99 
Sinclair helps dealers help themselves 
at informal discussions, pics 5 - 8&5 
Treylor O11 cuts back overextended 
operation for new profits, map 6 - 75 


-li- 








MARKETING 
For government investigation of dis- 


tribution see FEDERAL GOVERNMENT - 
Congressional Committees 

Altenkirch finds marine service sta- 
tion operation on Long Island 
pays, pic 5 = 123 

AFL's Economics of Distribution 
Foundation should study oil's 
example 4 - 43 = Edit. 

California dealers map membership 
drives 3 - 96 = Regions 

City Fuel O11, Florida, builds ousi- 
ness by selling itself and cutting 
costs, pics, map 5 - ll2 

40 jobbers take on co-op gasoline. 
Arrangement between Kent O11 and 
Falcon, pic 5/54 - 51 - Castle 

How Citrin-Kolb makes by-passed bylk 
plant my, pics 3 - 141 

Humble, Esso and Atlantic use closed- 
circuit television for presenta- 
“er to sales forces, pics, cover 
2°45 

Liguid Fertilizer: The Outlook for 
1955 3°51 

Midwest jobbers views on commercial 
account cutting exemplified by 
Horning bulletin 1 =- 99 = Regions 

Montauk O11 Transportation and Cirillo 
Bros. Oil prove value of barge~oil 
jobber combination, pics 2 - lll 

NPN report on light repairs at ser- 
vice stations, 3 articles 2 - 53 

Oil marketers divided on value of 
light repair business at service 
stations, pic 2 - 52 

Pennsylvania Petroleum Assn. gets 7 
more answers to commercial accounts 
questionnaire 1 - 76 

Pennsylvania Petroleum Assn. questions 
_—— consignees to membership 
2- 05 

Service station dealer makes profit 
from ‘working agreement’ with auto 
dealers, pic 3 - 84 

Standard of California sets up market 
research department, pics 6 - dl 

Strong Oil finds profits in marine 
sales on Long Island, pic 5 = 122 

Texas' explosive retail marketing 
situation 5/54 = 56 - Reid 

3 Upper Midwest jobbers grow on ser- 
vice to vacationers 4 = 6). 

U. S. Expansion Spells Good Times 
Ahead for Oil Marketers, pics, 


table 6 = 46 


“lO- 


- Cont'd 
What O11 Companies Are Doing to Win 
Trade of the Cost-Conscious Tourist, 
pics 4 = 52 
What turbo-prop aircraft will mean to 
oil marketers, pic 3 - 63 


COMPETITION 

For fuel oil-natural gas competition 
for heating markets, See FUEL OIL 

Iowa jobbers protest integrated com- 
panies subsidizing their marketing 
operations 4 = 99 

Southwestern jobbers comment on com- 
petitive outlook for '55 1-100 - 
Regions 


DELIVERY 

Arrow Petroleum finds putting delivery 
truck drivers on commission basis 
pays, pics 6 - 113 

Michigan jobbers hear Goddard on fuel 
oil delivery savings 6 - & 

Watson-Hall repairs lawns damaged in 
fuel delivery, pics 3 - 146 

Wilson Oil cuts delivery costs with 
new routing system, pics 4 - 173 


JOBBERS 
Bryan-Cooper changes from Atlantic 
Refining to Phillips 5 = 120 
Fowler, small business rep at ASPPA, 
tells how to get military oil 
contracts, pic 1 = 59 
NOJC '54 jobber cost survey, tables 
6 - 52 
NPN Special Reports -- ‘How to Raise 
Your Son to Be a Jobber} Interview 
& 3 case histories 
Patience Won Sons Into Oil Busi- 
ness, A. H. Shipkey Co. p.40 
‘Scientific Planning Leads Son into 
Oil Marketing, Doepels of Braun 
Bros. Oil Co. p.42 
Jobber's Sons Are Barning Their 
Way, Sheketoffs, American Coal 
Co. pel 
How To Prepare Your Son for His 
Career. Interview with J. D. 
Glover, Harvard Business School, 
ped6 
New clubs: Winona Petroleum Credit 
Assn. and Meeker County Oil Men's 
Club 3 = 91 = Regions 
Veteran distributor gives tips on 
jobber-supplier contracts, clear 
definitions 6 = 122 
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MARKETING = Cont'd 
MARKETS 
Cold Dec. weather brings light and 

heavy fuel oil price rice 1 = 132 


MERCHANDISING, ADVERTISING, PROMOTION = 
Cont 'd 

PREMIUMS 

California distributors vote neutral- 


















Distillate Production Climbs to 
Record 3 = 169 

Heavy Fuel and Gasoline Prices Climb 
6 = 180 

bs a Stocks Worry Marketers 

= 1 

Outlook Strong for 1955 Oil Markets 
2-178 

Strong Residual Demand Tops Market 

k = 150 


McGRAW-HILL PUBLISHING CO, 

Survey of Business‘ Plans for New 
Plants and Equipment paints bright 
picture 6 = 45 

Survey shows capital expenditures 

going up, table 1 - 51 





"SC 
New organization formed 3 - 91 - 
Regions 


Blakely, Arizona jobber, pulls them 
in with advertising splash pics 
6 - 107 

Chek-Chart offers customers oil 
selling aids 4 - 112 

Esso ads stress highest octane rating 
of Esso Extra, pic 2 = 46 

Humble, Esso, Atlantic among those 
using television circuits to in- 
troduce new products to sales 
force 2 = 46 

Humble uses television circuit to 
hold sales meeting to introduce 
nev gasoline, pic, cover 2 = 45 

Radio advertising plans of West Coast 
majors 2 - 105 = Regions 

Sohio dealer, Horstmeyer, wins brand 
names award, pic 4 = 84 

Swindler involves Bayou City station 
in phony coupons 5 <= 115 = Regions 

3 Upper Midwest jobbers grow on 
service to vacationers 4% =- 61 

Union Oil's approach in selling new 
‘purple’ motor oil 2 = 105 

What O11 Companies Are Doing to Win 
Trade of the Cost-Conscious Tourist, 
pics 4 = 52 





ity on premiums legislation at 
winter meeting 4 - 97 

Pacific Coast service stations give 
away life insurance policies 
1 = 104 = Regions 

Service Station Premiums; roundup 
report, pics 5/54 - 45 

Texas’ experience with premiums 
7 


Develops chart as guide to oil burner 
service, pic 2 - 91 


c 
Adds do-it-yourself pitch to liquid 
fertilizer 5 = 120 


Annual meeting discusses Phillips 
natural gas ruling, market for 
automotive oi). products, fuel oil 
deliveries; supports repeal of 
Michigan Turnpike Authority 6 - 86 

To conduct management course for 
jobbers 3 = 135 

2 bulletins will replace monthly 
magazine 4% = 106 


Merges with Sunray O11 Corp, map 
6 = 54 
Vote due on merger with Sunray 3 - 67 


See REGIONS - Midwest 


‘AR 

Fowler, small-business rep at ASPPA, 
tells how to get military contracts, 
ma 1°35 

House Small Business subcommittee to 
study defense, government procure- 
ment to see if small business is 
given fair shake 4 - 67 


Votes to establish oil heat division; 
hits toll roads; hears Nemeth on 

training dealers; hears Shields on 
TBA promotion 4 - 104 











MONTAUX OIL TRANSPORTATION C 
Barge business includes Cirillo 
Bros., pics 2 - lll 


S 
Example of Washington credit clear- 


ing system, pics 1 - 109 


NATION CONGR 0 R S 
Retailers testify before House sub- 
committee on distribution, list 

complaints, ask legislation 5 - 61 


R Ss 
Specialists discuss ‘What's Wrong in 
Car Greasing Today?’ at fall con- 
vention, pics 1 - 89 


1 ICL 
Outlines plans for financial coopera- 
tion to back promotion campaign 
1-114 


S ICIL 

Budget should be strengthened by 
assessments, not passing the hat 
le 33 - Edit. 

Chairman White plans to run NOJC as 
business concern, outlines goals, 
plans. Committees listed, pic 
a? Ys 


“lhe 


NATIONAL OIL JOBBERS COUNCIL - Cont'd 

Connecticut jobbers hear Wilkes’ plea 
for strong support for NOJC 5 = 72 

‘Interim task force’ sets battle line 
at lst meeting 3 - 69 

1954 jobber cost survey, tables 6 - 52 

Northwest Assn. undertaking ‘supporting 
membership' campaign to help NOJC 
finances; other state associations 
offer extra aid 2 - 81 

'Task force! idea tried out 3 = 45 - 
Edit. 

Threatens to bring price-cutting to 


government 3 - 45 - Edit. 
NATIONAL PETROLEUM COUNCIL 


Switches in representatives, membership 
down 2 for '55 2-61 


NATURAL GAS 

For fuel oilenatural competition for 
heating markets, See FUEL OIL - Vs. 
Natural Gas 

American Gas Assn. reports on present 
and potential numbers of customers 
4 = 132 

Congressional action expected, pics 
3 - 49 

How Congressional fight effects jobbers 
1 - 62 

Invades South Carolina 3 = 134 

New plant near Fort Morgan, Colo. 
3 - 99 - Regions 

Set to invade Florida market 2 ~ 106 - 
Regions 

Transcontinental Gas Pipe Line Corp. 


plans to expand facilities 1-107 - 
Regions 
PHILLIPS CASE 
Jobber groups protest Phillips’ deci- 
sion 3 - 129 


Michigan jobbers view Supreme Court 
ruling on Phillips case 6 - 86 
Midwestern jobbers debate stand on 
Phillips case 2 = 97 =~ Regions 


CASKA=IOWA 

Bond financing plan raises capital for 
improvements and expansion, pics 
1 - 66 

Uses mortgages to cut credit losses, 
pic 3 - 103 


NEW JERSEY GASOLINE RETAILERS ASSN, 
Reasons John Dressler quit as president, 
pics 4 = 71 
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NEW JERSEY GASOLINE RETAILERS ASSN, - 
Cont 'd 
Talk of merger with Independent Gaso- 
line dealers Assn. of NeJe 4 = 74 


NEW YORK OIL HEATING ASSN. 


Quicker action against gas urged at 
May meeting 6 = 90 


NEWELL OIL CO, 
Newell buys out partner 2 - 98 - 
Regions 


NEWS BRIEFS 

AEC authorizes study of nuclear 
powered reciprocating engines 
5 - 63 

Atlantic Refining licenses Husky to 
build Catformer at Moose Jaw 2 - 61 

Bargers want exceptions to ‘Little 
Inch! ruling 6 - 74 

B of M report on world crude production 
5 = 63 

Cities Service selling improved 
transmission fluid 1 = 65 

Crown marketing in Wilmington, N. C. 
via new terminal 4 - 81 

Crown puts Houdriformer on stream at 
Houston 2 = 61 

DJ denies stand on divorcement 5 =- 63 

Effects of St. Lawrence Seaway on oil 
product transportation 5 - 65 

Eisenhower extends corporate tax rate 
5 = 64 

Farmington Funding Corp. purchases 
interests in Wisconsin Oil Ref. and 
Corpus Christi Ref. 4 - 81 

—— tax collections 
6-7 

Gasoline price fixing case in 
Vancouver 5 =~ 63 

Gasoline service station sales 5 - 63 

Gulf changing setup at Port Arthur 
plant 3 - 67 

Hoover Commission wants reduction in 
post exchange operations 6 = 74 

Indiana Standard building distillation 
unit at Whiting, Ind. 5 - 63 

Indiana Standard building solid rocket 
propellants 5 - 63 

Indiana Standard marketing new White 
Crown premium gasoline 1 - 65 

Indiana Standard to build Ultreformer 
et Mandan, Ne. D. 4& = 81 

Internal Revenue Service ruling on 
questions of revised income tax 
eode 1 - 65 
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NEWS BRIEFS = Cont'd 


Lion Oil expands, buys out jobbers 
6 = 74 

Lummus Co. awarded British American 
contract 2 - 61 

Mejors uniting to fight natural gas 
legislation 5 = 63 

Motor vehicles on rise in U. S. and 
Europe 6 = 7\ 

National Credit Card creditors to 
receive dividend 6 =- 65 

Net profit of refiners rose 2% in '54 
6° 7% 

Ohio Oil research laboratory in 
Denver 3 - 67 

Oil and gas depletion allowance to be 
major Congressional topic 6 - 73 

Oil & Gas Division now Office of Oil 
& Gas 5 - 63 

Oil, Chemical and Atomic Workers opens 
Washington office 5 = 63 

Pacific Oil & Refining refinery at 
Tacoma has ‘super-tanker' berth 
2-61 

Pure Oil capital expenditures 4 - 81 

Rapid tax write-offs granted 4 - 8% 

Revenue of tank truck operators 6 = 74 

Richard Oil plans terminal on 
Minnesota River 3 = 67 

Richard Oil wants pipe line from new 
river terminal 4 - 81 

Richfield doubling capacity of Long 
Beach terminal 4 - 84 

Richfield marketing new premium 
gasoline 5 - 64 

Seneca Petroleum Co. absorbed by 
Pure Fuel O11 Co. 3 - 67 

Sinclair Refining changes Marcus Hook 
refinery setup 3 - 67 

Standard of California's capital and 
exploration budget 3 - 67 

Standard of Texas adds reformer at 
El Paso refinery 2 = 61 

Sun O1l's net earnings down 5 - 63 

Taylor Oil serving Socony stations 
in Sioux Falls formerly served 
direct 3 - 67 

Texaco-Cities Service Pipe Line lays 
products line West Tulsa-Cushing 
3 - 67 

Texas Co. marketing ultra-heavy-cuty 
oil 5 - 63 

Union Oil to expand Brea research 
center 2 - 61 

Western States Ref. Co. acquired 32 
service stations 3 = 67 





Pig 
Distributes NPN's tank wagon drivers' 
chart at meeting 3 - 92 = Regions 
Protests Phillips Case decision 
3 - 129 - Regions 
Starts ‘supporting membership’ cam- 
paign to help NOJC finances 2 - 81 


NOR THW ) 
Shell distributor grows on service 
to vacationers 4 = 61 


QO 
New Findlay station stresses use of 


chrome, pics 3 ~ 82 


S_ASSN 
Convention discusses fuel oil margins, 
price cutting; condemns limited 
access highways; officers 5 - 74 


See DEPARTMENT OF INTERIOR 


Cities banning 6 
pics 3 - 65 

Connecticut jobbers hear talk on 
making oil burner service pay, pics 


OIL & 
Cont 'd 
Meyer's chart is guide to burner 
service, pic 2 - 91 
OHI asks building code changes affect- 
ing chimneys for low-heat appliances 


OIL HEAT ASSN, OF MARYLAND 


Forms Eastern Shore Division, new 
regional unit 4 - 106 


IL T COUNC OF NEW ENG 
Service schools to be held in Mass. 
and Conn. 4 - 167 - Regions 


OIL T CIL NEW YORK, INC 
New organization to promote use of 
oil heat 4 = 107 


QIL“HEAT INSTITUTE OF AMERICA 
For fuel oilenatural gas competition 


for heating markets, see FUEL OIL 

Annual convention reveals projects 
for year, new officers, executive 
committee 6 - 155 

Chapter will be formed by Missouri 
Petroleum Assn. 4 = 104 

14 companies support Oil Heat Market 
Reports - 5 = 52 

Hears Canavan and Kramer on value of 
working more closely with new-home 
market, pics 6 - 159 

How Oil Can Grow in New-Home Market, 
addresses at spring convention, 
pics 6 - 159 

Offering 2-year course in oil burners 
6 = 130 - Regions 


OIL H OF LONG IS 
Drive to consolidate existing asso- 


ciations to form this one 5 = 72 


OIL H 
Campaigning for good customer relations 
6 = & 


QIL HEAT INSTITUTE OF WASHINGTON 


Bremerton latest to join credit 
clearing system, pics 1 =- 109 

Convention plans for combating natural 
gas competition 5 = 107 
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OIL HEAT REPORTS 
See FUEL OIL 


OIL INDUSTRY INF TION COMMITTEE 
Bergen County (N.J.) gives scholar- 


ship awards 5 - 121 - Regions 


PACIFIC COAST COLUMN 
See REGIONS - West 


PACKAGING 
Container specific itions being 
adopted, chart 2 = 149 
How Socony simplified its packaging, 
iilus 6 - 164 
Shell uses ‘traffic circle’ at motor 


oil canning plant, pic 1 = 122 


SYLV. ASSN 


Hears C. M. Heine, Chrysler, on 
what power accessories can mean 
to oil men 6 = 71 

Questioning admitting commission 
agent to membership 2 - 85 

Replies to questionnaire show gasoline 
price woes 1 - 76 

7 more suppliers report on marketing 
policy to commercial accounts 
1 = 76 
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PETRO S ASSN, OF NEW 
New group will keep watch on state 
legislature 1 - 77 


PETRO S_ASSN, OF TEXAS 
Estimated effects of LP-gas invasion 
in Texas' farming regions 4 = 87 


PH PS_ PETRO. i CO 

For natural gas case see NATURAL GAS 

Continues expansion in Florida with 
new terminal 5 - 120 - Regions 

Expanding marketing program in Texas 
4 = 163 - Regions 

Report on liquefied petroleum gas 
shows sales, storage, facilities 
ell rose in '54, tables 2 - 67 

With Colonial announces new pipe line 
terminal at Birmingham 5 - 120 - 
Regions 


PIP: LINES 

For Phillips natural gas case see 
NATURAL GAS 

Southern Pacific's proposed Texas- 
California line alarms truckers 
k = 61 

Transcontinental Corp. plans to expand 
natural gas facilities 1-107 - 
Regions 


PREMIUMS 
See MERCHANDISING, ADVERTISING, 
PROMOTION - Premiums 


PRICES, PROFITS 

For prices of individual products, 
see that product 

Illinois jobbers protest marketing 
practices 5 - 115 - Regions 

NPN survey shows ratio of TBA profits 
over gasoline on rise, table, chart 

Polled economists see '55 good year, 
tables 1 = 50 

U. S. Expansion Spells Good Times 
Ahead for Oil Marketers, pics, 
table 6 - 46 

Virginia jobbers blast commercial 
account price-cutting 6 = 90 


PROMOLION 
See MEKCHANDISING, ADVERTISING, PROMO- 
TION 








PROPANE 


See LIQUEFIED PETROLEUM GAS 





S 
OHI of New England campaigning for 
good customer relations 6 - & 
Purdy, Harold E., promotes Kansas 
City baseball 3 - 92 = Regions 
Results of Standard of California's 
public opinion poll 6 - 125 - 
Regions 
Watson-Hall repairs ‘oily’ lewns, 


pics 3 ~ 146 


National Lubricating Grease Institute 
issues booklet describing lubricat- 
ing front wheel bearings 1 - 89 

OIL AND PETROLEUM YEAR BOOK, 45th 
edition 4 = 8 


PURDY, HAROLD Ee 
Promotes Kansas City basebell 
3 - 92 - Regions 


QUALITY OIL CO, 
Snyder turns from marketing executive 
to Independent jobber 5 - 118 - 
Regions 


R 

Independent refiners may be pushed 
out of Southwest by majors 
5 - 115 - Regions 

Indiana Standard to build Ultraformer 
at its Mandan refinery 4 = 81 

Leonard's 2 new units aim at 100- 
octane fuel 6 = 55 

Objections that refinery north of 
Ft. Lauderdale will hurt tourist 
city 4& - 168 - Regions 

What turbo-prop aircraft will mean 
to refiners, pic 3 = 63 


REGIONS ~ EAST 


Adam Cook's Sons, Inc. purchases 
William J. Faul Co. 4 - 167 

Bergen County (N.J.) OTIC gives 
scholarship awards 5 = 121 - Regions 

Better Home Heat Council goals and 
program 2 - 98 

Dealers see trouble with New York 
auto inspection law 3 - 95 

Disadvantage of having only Type B 
flue in homes 4 - 167 

Gasoline gallonage on New Jersey 
turnpike dropped in '54 3 - 94 

Gasoline tax hike dropped in New York. 
Increase expected in Maine and 
Connecticut 4 - 165 

Groups oppose gasoline tax boost in 
New York 3 - 95 

Kendall Refining buys Gayvert & Co. 
5 - 

Massachusetts regulations on fuel oil 
delivery 4% = 167 

New groups form in New England to 
fight natural gas 1 - 104 

New Jersey dealers want Hours of 
Service Law amended 3 - 95 

New Jersey will not boost motor 
fuels tax 3 - 94 

New York gasoline distributors fight 
ceiling on tax exemption 6 - 128 

New terminals in Northeast 2 = 102 

Oil Heat Service Schools being held in 
Mass. and Conn. 4 = 167 

Pennsylvania gasoline retailers back- 
ing state legislature 6 - 131 

Profit in Traffic Jams?; Socony Mobil 
windows won't leak; Delaware tax 
collections over the years 6 = 131 

Problems of delaying New York car 
inspections 5 = 120 

Rhode Island dealers unite to oppose 
natural gas 5 = 120 

Socony Mobil's service station train- 
ing centers open 6 - 131 

2-year course in oil burners offered; 
American Oil moves offices 6 = 130 

Winners of annual safe-driving contest 
5 = 120 - Regions 


MIDWEST 


Farm outlook is good for oil industry 
2 - 97 

Horning bulletin exemplifies jobber 
feeling on commercial accounts 


L *- 
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REGIONS = MIDWEST - Cont'd 

Hutchinson Petroleum Club causes 
location of KOMA meeting changed 
3*°o 

Illinois jobbers' resolution protests 
pricing practices 5 = 115 

Iowa jobber association to formulate 
safety program 4 - 163 

Iowa jobbers given Ritter's points 
for competing with natural gas by 
giving more service 4 = 163 

Jobbers debate stand on Phillips 
natural gas case 2 = 97 

Local oil men's club in Duluth solves 
fire protection problem with 
compromise 6 - 122 

New clubs: Winona Petroleum Credit 
Assn. and Meeker County Oil Men's 
Club 3 - 91 

Purdy, H. E., promotes Kansas City 
baseball 3 = 92 

Reactions to Wisconsin's Distributive 
Education courses 1°99 |. 

Veteran distributor gives tips on 
jobber-supplier contracts 6 = 122 


SOUTH 

API awards for outstanding service 
to industry 4 - 168 

Arkansas Fuel Uil Corp. expands in 
Georgia 3 = 92 

Arkansas Fuel Oil opens new office 
2-110 

Bryan-Cooper changes from Atlantic 
Refining to Phillips 5 = 120 

First Research Corp. of Florida to 
survey gasoline and oil marketing 
in Florida 4 =- 168 

“ae sales up since '50 
3° 

Gasoline consumption figures by 
companies for Florida 2 = 110 

London Oil becomes distributor for 
Atlantic Refining 5 =- 120 

McKinnon & Co. adds do-it-yourself 
pitch to liquid fertilizer business 
5 > 1 

Natural gas to invade Florida 2 = 106 

Object refinery north of Ft. Lauderdale 
will hurt tourist city 4 - 168 

Phillips and Colonial announce new 
pipe line terminal for Birmingham 
5 = 120 

Transcontinental Gas Pipe Line Corp. 
plans new facilities 1 = 107 
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REGIONS = SOUTH = Cont'd 





Trice sells out to Sinclair Refining 


5° 119 


SOUTHWEST 


Barney Hollard plans rebuilding 
program 4 = 164 

Bayou City station caught in ‘get 
acquainted’ swindle 5 = 115 

Clark to succeed Hofmayer as secty 
of Texas jobbers 5 - 115 

Experiences at service stations while 
traveling 6 - 128 

Hofmayer of Texas Oil Jobbers Assn. 
plans oil clubs for marketers 
4 = 164 

Independent refiners may be pushec 
out by majors 5 - 115 

Louisiana being investigated on wage- 
hour law 3 - 91 

Phillips and Sinclair expanding in 
Texas 4 - 163 

Price wars lose money and deteriorate 
manegement-dealer relations. 
Accusations by Texas Service 
Station Dealers Assn. 3 = 9] 

Southwestern jobbers comment on 
competitive outlook for '55 1 = 100 

Texas seeks ways to raise money 
for roads 2 - 98 


WEST 


Dealer groups map membership drives 
3 - 96 

New natural gas plant near Fort 
Morgan, Colo. 3° 99 

Petersen of Standard of Calif. pre- 
dicts future of industry 4 - 171 

Richfield fellowships set up at 5 
California universities 6 © 125 

Service stations give away life 
insurance policies 1 - 104 

Standard of California drops weekly 
radio concert 6 = 125 

Standard or California's public 
relations poll 6 = 125 

Tide Water cooperates to squelch 
highway litterbugs 6 - 125 

Tide Water plans wore service stations 
+ ede 

Union Oil's approach in selling new 
‘purple’ motor oil 2 =- 105 

Union Oil's credit card system 
+ eet 

Union Oil's poll on service station 
buying habits 6 = 125 





Establishes fellowships at 5 California 
universities 6 = 125 = Regions 


R 
Heads House Small Business Subcommittee 
on distribution. See FEDERAL 
QOVERNMENT = Congressional Com- 
mittees 


Iowa jobbers to formlate driving 
safety program 4 = Regions 
Coastal Tank Lines wins highway 
sefety award 6 - 131 
Duluth oil men reach agreement with 
fire dept. on supply of Foamite 
as fire precaution 6 - 122 = Regions 
Ferguson=Steere Motor Co. campaign 
for highway safety 5 - 115 - Regions 
Winners of safe-driving contest 
5 = 120 = Regions 


T S' ASS 

New organization to promote oil heat, 
improve business practices and 
competition. Officers 4 - 107 


New dealer group formed during price 
war 6 = 90 


“20° 


SANDRI, As Re 
Cities Service jobber expands bulk 
plant, pics 2 = 145 


TAL CO. 
Patent suit against Carlson Co. 
opens 5/11 5 = 137 


SERVICE STA 
For premiums ee gifts, etc.) see 


MERCHANDISING, ADVERTISING, 
PROMOTION - Premiums 

Altenkirch finds marine station on 
Long Island pays, pic 5 = 123 

Building permits lst nine months of 
1954 3 - 183 

Conoco dealer, Grubaugh, finds profit 
in ‘working agreements' with auto 

dealers, pics 3 - 8 

Detroit stations surprised to see gas 
turbine car drive in, pics 6 = 53 
Du Pont survey covers hours open, type 
of customer, credit cards 5 = 52 
Experiences at service stations while 

traveling through the Southwest 

6 - 128 = Regions 

Gasoline sales up says Bureau of Census 

5-64 -B 

NPN report on Light Repairs: 

Oil Marketers are Divided on the 
Value of Light Repairs at stations, 
p52 

GP dealer, Knappen keeps gasoline 
volume high with light repair 
service, p.54 

Parts manufacturers run training 
schools for light repairs, p.55 

2e 51 

New Ohio Oil station stresses use of 

chrome, pics 3 - 8 

‘55 car models bring mechanical changes 
affecting oil marketing 1 - 52 

Roosevelt subcommittee to study 
station leasing 4 = 62 

Sinclair helps dealers help themselves 

—— discussions, pics 

» Roe, 

Swindler involves Bayou City station 
in phony coupons 5 - 115 = Regions 
13th survey shows motor oil ratios at 
stations are skidding again, chart, 

tables 2 - 48 

2 new dealer groups formed in 
Los Angeles Basin 6 - 90 

Union Oil polls customers on buying 
habits 6 = 125 = Regions 
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SERVICE STATIONS - Cont'd 
Visa-Clean designed to clean sludge 


from service station gasoline 
storage tanks, pics 1 - 128 

What Oil Companies Are Doing to Win 
Trade of the Cost-Conscious 
Tourists, pics 4 =- 52 


SHELL 0O 0 

ADC Oilprint Analysis is speedy oil 
test, pics 4 - 111 

Annual estimate of passenger car 
lubrication, oil and TBA needs 
k= Uhh 

Holds 2-day sales workshop 1 = 107 - 
Regions 


SHIPKEY (A, H,) CO, 


Patience Won Sons into Oil Business, 


pics 1 = 40 


SINCLAIR REFINING CO, 
Buys Reginald Trice, Inc. 
Regions 
Expanding retail outiets in Wichita 
Falls area 4 = 164 - Regions 
Helps dealers help themselves in 
informal discussions, pics 5 = 85 





7 * a 


SMITH OIL & REFINING Co, 
Williams, W. R., tells Iowa jobbers 
of importance of time study 4% - 101 





See AIR POLLUTION 


SOCONY-MOBIL OIL CO,, INC, 

How and why Socony-Vacuum changed 
its name 5 - 99 

New York division expects to have 
service station training centers 
open this month 6 - 131 - Regions 

Background and problems of changing 
name to Socony=Mobil 5 =- 99 


SOUTH 
See REGIONS = South 


SOUTH CAROLINA OIL JOBBERS ASSII, 


Problems and resolutions at annual 
meeting 3 - 134 = Assn. 


N NIA SERVICE STA 1 ASSN 


New dealer organization in Los Angeles 
Basin 6 - 90 
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SOUTHERN PACIFIC CoO. 
Plans products pipe line linking 
Texas and California. Alarms 
truckers 4 = 81 


SOUTHWEST. COLUMN 
See ROGIONS - Southwest 





STANDARD OIL CO, OF CALIFORNIA 

New market research department set 
up in Western Operating Division, 
pics 6 - 81 

Petersen predicts future of industry 
4 - 171 

Results of public opinion poll 
6 - 125 - Regions 

Weekly radio concert dropped 
6 - 125 - Regions 





STANDARD OIL CO, (INDIANA) 
How Joliet division sells TVA, pic 
Reale | 
Recommendations for tubeless tire 
repairs, pic 3 - 108 





STANDARD OIL CO, (OHIO) 
Launches IBM credit card system, pics 
3 - 81 





STORAGE, 
- See BULK PLANTS AND TERMINALS 


STROI'"G OIL CO, 
Long Isiand jobber finds profit in 
marine sales, pic 5 = 122 





SUNRAY MID@CONTINENT OTL CO, 
New major oorn by merger of Sunray and 
Mid-Continent, map 6 = 54 





SUNRAY OIL CORP, 
Merges with Mid-Continent O11 Corp., 
map 6 = 54 
Vote due on merger with Mid-Continent 


3 - 67 





SUPPLY =DEMAND 

Forecasters See Hike in Gasoline 
Demand 6 -12 

4% rise seen in '55 domestic demend. 
Bureau of Mines report; 5 predic- 
tions by oil executives, table 
2° 56 

Polled economists see '55 good year; 
demand up, more money, capital 
expenditures up 1 = 50 








TIRES, BATTERIES, ACCESSORIES 
Ada Oil finds profit sharing, 


pensions hike sales, pic 2 - 133 

Canvas of 20 companies shows optimism 
marks '55 TBA outlook 1 =- 38 

DJ to bring PTC's tire quantity dis- 
count case to court 6 = 73 

DuPont wins another injunction 
against sale of antifreeze at 
below Fair Trade prices 3 = 114 

FTC expected to file charges on com= 
mission override contracts between 
oil and rubber companies 2 = 59 

How Indiana Standard's Joliet divi- 
sion sells ThA, pics 3 = 107 

‘How the Public Buys TBA,‘ Survey 
made for L. T. White, tables 
1 - 36 

Marsh, M. S., elected nation chair- 
man of Oil Industry TBA Group, pic 
1 - 87 

Midwest TBA Group agrees dealer 
training can hike sales; other 
subjects, pics 6 = 135 

NPN survey shows TBA~gasoline profit 
ratio rising, table, chart 1 = 81 

'55 car models bring mechanical 
changes affecting ot] marketing 
i*R 

Roosevelt subcommittee to study 
alleged monopolistic practices 
including override comission 
contracts = 62 

Shell's annual estimate of lubrica- 
tion and TBA car needs 4 = 144 

TBA budget plans as working in Ohio 
6 - 145 - Sturtevant 

TBA men favor budget selling of TBA 
on credit cards 6 - 136 

Tokheim's warehouse-on-wheels wins 
dealers, pic 5 - 125 

Turbo Action in spark plugs intro- 
duced by Champion 3 = 114 

West Coast TBA meeting hears new 
tires, batteries are biggest TBA 
problems, illus 4 = 139 

What are the Facts on Metallic 
Filters? 3 - 123 - Sturtevant 

White, L. T., advocates balanced 
selling in talk before TBA conven- 
tion, pic 1 = 35 

Reaction to White's plan, pics 
s*2 


BATTERIES 
Dalbey, B. 0., discusses problems 
of dri-charge batteries at West 
Coast TBA meeting 4& = 139 
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TIRES, BATTMRIFS, ACCESSORIES - Cont'd 





BATTERIES 

Firestone sees big year for dri- 
charge 2 = 142 

Hughes, E. E., discusses problems of 
l2-volt batteries at West Coast 
TBA meetirg, illus 4 - 139 

King, Re. C., Sohio, analyzes bat*‘ery 
market for Amer. Battery Mfrs. 
convention, pic 2 - 138 

Results of Indiana Standard's 
battery clinic 3 - 117 


TIRES 

Colored Tires--Last Word in TBA 
k = 148 

Gocdyear introduces full line of 
tubeless tires for trucks, pics 
4 = 153 

Indiana Standard's tubeless tire re- 
pair recommendations, pic 3 - 108 

Market to grow with '55 car models 
2°32 

Tubeless Tires: Rich Opportunity for 
TBA L. Be. Sloneker tells TBA Mid- 
west Group 6 = ll 

West Coast TBA meeting hears 
Huntington on selling tubeless 
tires and Hennessy on servicing 
them 4 = 139 


TRAINING 

Arkansas Fuel conducts ‘school’ for 
top marketers, pics 5 = 93 

Empire State Petroleum Assn. and Long 
Island Oil Terminals Assns. co- 
sponsor management training courses 
7" 

Michigan Petroleum Assn. to conduct 
management course for jobbers 
3 * 135 

Midwest jobber groups sponsoring 
management courses 5 = 118 = Pegions 

Nemeth tells Missouri jobbers of im- 
portance of dealer training 4% = 104 

Oil heat service schools to be held in 
Mass. and Conn. 4 = 167 = Regtons 

Parts manufacturers offer training 
courses to encourage light repairs 
at service stations, pic 2 - 55 

Reactions to Wisconsin Assn.'s Dis- 
tributive Education courses 
1 - 99 - Regions 

Shell holds 2-day sales workshop 
1 - 107 = Regions 

Sinclair helps dealers help themselves 
in informal discussions, pics 5 - 85 


23° 





TRAINING - Cont'd UNION OIL CO, OF CALIFORNIA 


Socony Mobil's New York Div. expects Results of poll on station buying 
to open service station training habits 6 = 125 = Regions 
centers 6 - 131 = Regions World's largest credit card accounting 

Texas Co. starts First Aid In- system 3 - 99 - Regions 
structors' schools 3 = 81 = south- 
west UNIONS 

Texas jobber assn. holds Management See LABOR RELATIONS = Unions 
Institute in accounting and record 
keeping 4 - 98 

TBA Group agrees dealer training can 
hike TBA sales, pics 6 =~ 135 

2-year burner course offered by OHI 
and Springfield Trade School 
6 = 130 - Regions 


TRANSCONTINE PI N Pp 
Applies to FPC for authority to 
expand facilities 1 - 107 = Regions 


TRANSPORTATION 
Also see specific headings, AUTOMOTIVE, 


BARGES, TRUCKS, ETC. 
Cutting costs helps City Fuel, Florida, 
build business, pics, map 5 - 112 


TRAYLOR O 
Overextended operation consolidated 
for new profits, map, pic 6 = 75 


xUC TRUC 
Arrow Petroleum finds ger ape VIRGINIA PETROLEUM JOBBERS ASSN. 


driver plan pays, pics . hiaate e 
Georgia jobbers get liability insur- pate cm prey eos lina rong 
ance rate reduced 6 - 89 ities 6 * DR 
Possible materials for truck tanks 
2° 123 
Progress report on use of aluminum 
tanks, pics 2 = 113 
Some long-range predictions by General 
Motors 5 = 137 


Cz (REGIN. C 
Sold out to Sinclair Refining 5 - 119 - 
Regions 


C 


See AUTOMOTIVE 


WATSON*HALL CO, 
Has lawn repair service, pics 3 = 146 


WEST. COLUMN 
See REGIONS =- West 


WESTERN OIL & GAS ASSN, 


Seeks to expand dealers’ part in 
public relations 2 - 86 


See HIGHWAYS 
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WHITE, JOHN He 
See NATIONAL OIL JOBBERS COUNCIL 


WHITE, L. T, 


For talk before TBA convention see 
TIRES, BATTERIES, ACCESSORIES 


WILLIAMS, W. R,. 
Tells Iowa jobbers of importance of 
time-study 4 - 100 





WILSON OIL CO. 
Cuts delivery costs with new routing 


system, pics 4% = 173 


WINONA PETROLEUM CREDIT ASSN, 


New association 3 = 91 =- Regions 


WISCONSIN PETROLEUM ASSN, 
Reactions to Distributive Education 


courses 1 = 99 = Regions 
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The following list comprises the category heads used in this index. IN 
ADDITION TO THESE, companies, associations, personalities and agencies are 
listed under the individual name of the group or person, 


Air Pollution ecccccccccccccc cl age 1 Management. ccccsccccccsesessss sk MeO 
Antitrust. ccocccccccccccccccces * Marketingeccccccssccccccccesece sd 

Atomic Power. cccccccccccecccee MarketScccoccccccccccccccoccccce * 

Automotive. coccccccccccccccccs Merchandising - Advertising - 

Barges, Barge Transportation.. Promotion, cescccccccsccecs 
Bulk Plants & Terminals..cceee Military. cocccsccccccccccccccce 
Comments From Readers..ecseces Natural GasS..ccccccsccccccccceces 
Commercial Accounts...ccccscoe NewS BriefSecccccccccccccesccece 
COVETScccccccccccccccccccccces Oil Burners~Heating Equipment.. 
Creditecccccccccccccccccccccce Packaging.ccccccccccccccccccoce 
Degree DAYBccccccccccccccccoce Pipe LANODs 60660 e06eeeesusecves 
DIiSasterscccccccccccccceccccce Prices, Proliteeccccccccecccccce 
Editorially Speaking. cecsccccese Public RelationS...cecscoccccces 
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EXpANsSion. cocececcecscscccccce Refining, Refineries...cccerece 
Farm Trad@sccccecccccccccccces RegionSeccecccccccccccccccccecees 
Federal Government...cccccceces SafLetyecccccccccecccccccoccccce 
Fertilizer .ceccccccccccsececes Service StationS....ccoscecsees 
Financial Reportscccscsccceoes StOPage.cocescccccesessecsesece 
Foreign Ohl eccccccccccccccccee Supply—Demand .cessseccesccceess 
Fuel Olle ccccccccccccccccceces Synthetics...cccoscoscssseesecs 
Gamala ne. coccocccoccececesceoe yo errr Try Trrrrry fr 
HighwayB ecccccecscessccccecscces Tires-Batteries—Accessories.... 
Labor RelationS.....cccccorscee TYA@ININGcccccccccccsvesssessese 
Liquefied Petroleum Gas....... Transportation, .cecseresessoses 
Lubricants, Lubrication, css. Trucks, Trucking. ccccvesesesecs 
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AGRICULTURE 





See FARM TRADE 


AIR POLLUTION 

Air Pollution Control District 
experimenting with vapor re- 
covery systems Aug. - 136 

California distributors forms 
committee to co-operate with 
Los Angeles smog control group 
Sept. - 150-R 





Vapor pick-up loading arms to be in- 


stalled at all big terminals in 
Los Angeles area, pic Oct - 126 


ALABAMA PETROLEUM JOBBERS ASSN. 





Report on Tri-State meeting in Biloxi 


Nov. - 142 
Tri-State meeting hailed as success 
Nov. - 29 - Edit. 


AMAR, ED 


Finds profit in building dealer morals; 
biographical sketch, pic Aug. - 43 


AMERICAN PETROLEUM CREDIT ASSN. 
See CREDIT 





AMERICAN PETROLEUM INSTITUTE 

Also see OIL INDUSTRY INFORMATION 
COMMITTEE 

Glossary for industry drops term 
‘jobber’ July - 37 - Edit. 

Fuel Oil Committee studying all- 
purpose chimneys and threat of 
electric home-heating, mid-year 
meeting July - 40 

Subcommittee for more workable tank 
truck code wins partial victory 
July - 144 





AMERICAN PETROLEUM INSTITUTE - Jobber 
Advisory Committee 
Discusses jobber continuity at mid- 
year meeting July - 40 
Reports on sources, requirements and 
availability of jobber loans 
July - 77 











AMERICAN PETROLEUM INSTITUTE - Marketing 





Division 
Advance meeting schedule for November 
annual meeting Oct. - 50 
Commission Wholesale Marketers Com- 
mittee plans survey of commission- 
agent problems, pic July - 39 
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AG-ASS 
AMERICAN PETROLEUM INSTITUTE - Market ing 
Division 
Committee to establish liaison with car 
manufacturers, mid-year meeting July - 39 
Coverage of mid-year marketing meeting in 
St. Louis, pic, cover (Note: picture cor- 
rection, J. Harper and M. M. Beckets 
transposed) July - 39 
Dictionary of basic classifications for 
distributors accepted at mid-year 
meeting July - 72 
Mid-year meeting decides to undertake 2 
projects to aid jobber management insti- 
tutes along with NOJC, pic July - 46 








AMERICAN PETROLEUM INSTITUTE - Operations & 
Engineering Committee 
To study evaporation losses, esp. under- 
ground storage mid-year meeting July - 40 











AMERICAN PETROLEUM INSTITUTE - Service Station 
Advisory Committee 
Printing station accounting manuals for dis- 
tribution by supplying companies to 
dealers July - 40 








ANTITRUST 
For tire quantity discount case see FEDERAL 
TRADE COMMISSION 
2 fuel oil trade groups fined in Boston on 
price fixing charges Aug. - 95 


ANTITRUST ~ 7 West Coast Majors 

Asst. Atty. Gen. Barnes see case ready for 
trial ‘within the next year’ Aug. - 39 

Echoes of George Moore case~--Sydney Brenner 
files suit charging refusal to supply 
gasOline forced him out of business 
Nov. - 141 

Majors fight judgment favorable to Moore, 
pic Aug. - 39 

Majors lose fight for new trial Sept. - 45 





ARKANSAS INDEPENDENT OIL MARKETERS ASSN. 
Convention features exchange of ideals by 
jobbers and supplier representatives 
Dec. - 132 ~ Assn. 





ARMED SERVICES PETROLEUM PURCHASING AGENCY 
See MILITARY 





ARMY 
See MILITARY 


ASSOC LATIONS 
See specific association by name 












AT-BUL 
ATOMIC POWER 
Smaardyk, A., tells American Society 
Of Mechanical Engineers oils won't 
play big pert as lubricants in 
atomic power plants Sept. - 138 
What's Going to Make Competition Hot 
on Tomorrow's Home Heating Front? 
Nov. - 91 





AUTOMOTIVE 

Also see TIRES, BATTERIES, ACCESSORIES 

API committee to establish liaison 
with car manufacturers, pic 

Automobile ‘extras' will present new 
servicing problems to stations 
Nov. - 101 

1956 car models bring speculation as to 
'S7T and '58: making seat belts effec- 
tive: spark plug sales Oct. - 141 

Chassis Lubrication Still Growing...But 
Tomorrow?, special report, illus., 
cover Aug. ~- 31 - Ridder 

Ethyl's ‘Drive More' campaign spreads 
Sept. - 4s 

Exclusive Preview of 1956 Cars, effects 
On Oi] marketers, tables Sept. - 34 

How Multi-Luber works on Indiana 
Standard trucks, pic Aug. ~ 36 





1957--New Heights in Octane? Nov. - 101 


New York expects record auto registra- 
tion this year Aug. - 134 

New York to refund fees to inspection 
licenses July - 60 

Packard's 10:1 compression ratio en- 


gine poses 2 problems Dec. - 40-Ridder 


Report on new German diesel engine 
named MAN engine Sept. - 137 

Report on the Bijur Lubricator, the 
forerunner of Multi-Luber 
Sept. - 137 

Seat belts being offered as optional 
equipment Nov. - 101 

Suppliers differ on whether to tow 
cars with automatic transmissions 
Oct. - 143 

The Car of the Future--? Aug. - 129 
- Ridder 


COMMENTS FROM READERS -~- .JTUTY TSSif&-Cont'a 


July - 39 


BARGES, BARGE TRANSPORTATION 
Standard of California wharf rebuilt to 


insure safety, pic Sept. - 43 


BARNEY HOLLAND OIL CO. 
Employee policies inspire loyalty 
Sept. - 146 -R 
Remodeling and expansion based on ‘flexi- 
bility’ as oil products supplier, pic 
Oct. - 89 


BARTLETT, S. C. 
Speaks before ESPA convention on profit- 
boosting July - 88 





BATTERIES 
See TIRES, BATTERIES, ACCESSORIES 


BRIEFS 
See NEWS BRIEFS 


BRYAN-COOPER OIL CO. 
'Gravity~loading' setup cuts bulk 
storage loss, pic Nov. - 113 
Progress report on supplier switch, pic 
Nov. - 86 





BUCKLEY & SCOTT 
Cures uniform woes by renting outfits, pic 


Aug. - 99 


BUDGET PLANS 
See CREDIT 








BULK PLANTS & TERMINALS 

Note: Short items carried as Bulk Plants 
Briefs are not indexed 

Alao see EQUIPMENT 

Arizona distributors plan to build or 
lease own pipeline terminal Sept. - 147-R 

Bryan-Cooper's ‘gravity-loading' setup cuts 
storage loss, pic Nov. - 113 

Cities Service's Des Moines division con- 
sOlidates distribution and marketing 
operations into one building, pic 
July - 68 

Humble Oil begins personnel training at the 
bulk plant. Also management and mainte- 
nance, pic Nov. - 83 = Reid 

Lacey, Texaco consignee, slices overhead 
witb new delivery setup, pic July - 82 

Shell's pipeline terminal at Argo, Ill. 
cuts costs 20% through direct delivery, 
pic Aug. - 101 - Castle 

Texaco Rides a Spreading Trend: Product 
Pipe Lines. Description of typical new 
terminal at Binghamton, pic, map Dec. - 
107 
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BULK PLANTS & - Cont'd CANADA 
Texas Co. opens new waterfront sales See FOREIGN OIL - Canada 
terminal in Augusta, Ga. Aug. - 132 Bei 5. 
What it Costs to Construct an LP-Gas CANADIAN OIL INDUSTRY TBA GROUP 
Bulk Plant, illus. July - 130 Hears H. G. Harper on how to boost 





station tire sales July - 119 





BUTANE 
See LIQUEFIED PETROLEUM GAS CANADIAN PETROFINA, LTD. 
Opens New York office--what to expect, 
history of company, pic Dec. - 80 






















CANFIELD OIL Co, 

To use Sohio name for gasoline. Retaining 
Canfield name for lubricating business 

Oct. - 50 













CANS 
See PACKAGING 











CARTELS 
See ANTITRUST 










CHAMPLIN REFINING CO, 
Small, integrated companies with aggres- 

sive expansion programs are changing 

the Nebraska marketing picture 

Dec. - 125 - R 
















CHERRY VALLEY TURNPIKE ASSN. 
Campaigning to regain business lost to 
New York Thruway July - 126 - R 













CITIES SERVICE OIL CO. (PA.) 
Des Moines division consolidates distri- 
bution and marketing operations in one 






























* building, pic July - 68 
Kalbfleish, Cities Service wholesaler- 
CALIFORNIA GASOLINE RETAILERS ASSN. retailer, delivers the TBA goods, pic 
Hears Congressman Roosevelt discuss Nov. - 105 
proposed bill to aid small business- 
man Dec. - 136 COLDIRON & PEEPLES OIL CO. 
To handle Phillips motor oil in 
CALIFORNIA OIL CO. of Perth Amboy, N.J. Northern California Nov. - 141 - R 
Purchases Refiners Oil Corp. in Rochester, 
N.Y. Oct. - 157 COLORADO PETROLEUM MARKETERS ASSN. 
lst annual convention votes to allow 
CALIFORNIA PETROLEUM DISTRIBUTORS ASSN. allied suppliers associate membership. 
Renamed California Petroleum Marketers New Officers. Nov. - 145 





Council, see that heading 





COMMENTS FROM READERS - JULY ISSUE 



















CALIFORNIA PETROLEUM MARKETERS COUNCIL C. G. Bass, Santee Oil Co., gives South 
Forms committee to cooperate with Carolina jobbers’ side (p. 9) 
Los Angeles smog control group W. L. Heinz, South Carolina Oil Jobbers 
Sept. - 150-R Assn., points out broadness of Mills 
Lodging suits against San Bernardino interview (p. 9) 
and San Diego dealers charging R. W. Hird, Continental Oil, seconds need 
price cutting Oct. 161 to safeguard against gasoline thefts 
(p. 9) 
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COMMENTS FROM READERS - JULY ISSUE-Cont'd 

Miles Mills hopes the article on his 
interview stirs up interest (p. 9) 

Leslie Neal, Leslie Neal & Sons, finds 
majors’ ‘attitudes’ basic problem 
(p. 9) 

C. Wylie Stalter, Coastal Oil, praises 
his supplier (p. 9) 

B. Stevens, F & S Oil Co., on Miles 
Mills interview (p. 9) 

W. J. Talley, Pure Oil, objects to giving 
potential thieves helpful hints (p. 9) 

Roy Thompson, Apex Motor Fuel, seconds 
Miles Mills’ opinions (p. 9) 

W. G. Willard, Jr., Willard Oil Co., 
emphasizes manpower, margins and over- 
building (p. 9) 


COMMENTS FROM READERS - AUGUST ISSUE 

Buick, F. H., Easco Buick Advertising 
Co., on the values of premiums (p. 13) 

General credit manager of @ major company 
comments on NPN's farm credit story 
stressing peculiar situation of 
farmers. (p. 12) 

Jacobs, L. L., Jacobs & Sons, points out, 
picture caption error (p. 13) 

Lewis, H. W., Lewis Oil Co., praises 
"How to Go Broke Selling Heating 0i1" 
(p. 11) 

Love, Donald P., Mid-Hudson Oil Co., 
comments on “How to Go Broke Selling 
Heating O11" (p. 12) 

Miller, Geo. R., Richfield, on NPN's 
service station leases article (p. 11) 

Ross, J. W., Indiana Standard, suggests 
some word changes in service station 
leases story (p. 11) 

Williams, J. H., Williams Oil Co., on 
NPN's service station leases article 


(p. 11) 


COMMENTS FROM READERS - SEPTEMBER ISSUE 

Bowen, Gordon C., Premium Advertising 
Assn. Of America, disagrees with NPN 
report on service station premiums 
(additional comments carried Oct. '55 
p. 12) 

Carpenter, Standard of Kentucky, applauds 
tubeless tire repairs story (p. 13) 

Clack, W. Turner, H. Earl Clack, Inc., 
reports chassis lubrication market is 
real problem (p. 11) 

Fromke, C. W., Fromke Oil Co., finds 
Indiana Standard farm credit story 
interesting (p. 13) 











CR-DX 
CREDIT - Cont'd 


CO 


COMMENTS FROM READERS - SEPTEMBER ISSUE 
Cont 'd 

Holmes, Foster, Lincoln Engineering Co., 
praises chassis lubrication market 
story (p. 11) 

King, Kerryn, Texas Co., corrects Factbook 
error on gasoline octane ratings (p. 14) 

Leath, L. W., Sinclair Refining, reports 
automotive men err in saying lubrication 
qualities are not sufficiently high 
(p- 11) 

Munson, Lyle, Sec. Iowa Independent Oil 
Jobbers, plans to use NPN story in 
discussing farm credit (p. 13) 

Potter, R. I., Sohio Lubrication Engineer, 
points out additional factors in chassis 
lube market (p. 12) 

Rosenwasser, Samuel, S. R. Service Sta~ 
tions, applauds longer leases and tells 
why (p. 12) 

Synk, Joseph, Vice Pres. of Cleveland 
Gasoline Dealers, finds ‘rent excuse' 
against station leases ridiculous (p. 12) 

Woodward, E. R., Olin Mathieson, finds 
home tank corrosion story incomplete 


(p. 13) 


COMMENTS FROM READERS - OCTOBER ISSUE 

Damon, R. Hosken, Bowser, Inc., on self- 
service gasoline pump riddle (p. 11) 

Heinen, C. M., Chrysler Corp. praises 
chassis lubrication report (p. 11) 

Helling, Fred H., Penn-Central Oil Co., 
urges automotive cooperation for 
chassis lubrication solution (p. 11) 

Miller, H. B., thanks NPN for public 
relations editorial (ps 12) 

Minner, J. L., Shell Oil Co., finds 
title "How to Go Broke Selling Heating 
Oil" misleading (p. 12) 

Nagler, L. H., American Motors Corp., 
urges more opinions on chassis lubri- 
cation situation (p. 12) 

Remington, H. F., Remington Oil Co., 
offers yeturn to supply and demand as 
solution to industry ills (p. 13) 

Smith, E. E., Climax Molybdenum Co., 
suggests adding molybdenum to chassis 
grease (p. 11) 








COMMENTS FROM READERS - NOVEMBER ISSUE 
Harper, John, Harper Oil Co., deplores 





suppliers’ ‘double standard of ethics' 
in sales to reseller and consumer 


(p. 11) 
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DEPLETION ALLOWANCE 


COMMENTS FROM READERS - NOVEMBER ISSUE 
Cont'd 

Knox, T. L. points out contents page 
inaccuracy (p. 14) 

Moore, F. C., Pres. Virginia Petroleum 
Jobbers Assn., praises story on Leslie 
Neal switching suppliers (p. 11) 

Nahoom, N. J., Citizens Oil Co., suggests 
exclusive franchise to solve commercial 
accounts muddle (p. 11) 

Neal, Leslie, feels friendly towards 
Texas Co. though he switched suppliers 
(p. 11) 

Pilger, A. C., Tide Water, compliments 
crystallization of information in 
chassis lubrication market story (p.14) 

Proudfoot, D. G., Vice Pres. Pennzoil Co. 
urges automotive and oil industry coop- 
eration in teaching public need for 
lubrication (p. 13) 

Scheer, R. D., E. I. du Pont de Nemours, 





comments on antifreeze name, winterizing 


story (p. 12) 

Smith, Stanton K., Smith Oil & Refining, 
favors jobber's freedom to switch 
suppliers (p. 11) 

Tarr, F. M., Sohio, points out errors in 
September's winterizing story (p. 13) 

Young, G. W., suggests called glycol- 
base anti-freeze ‘All Winter Anti- 
Freeze' (p. 12) 


COMMENTS FROM READERS - DECEMBER ISSUE 

Allison, Choyce, believes Union Oil's 
"One Mile Magic Circle' will be inter- 
esting to jobbers everywhere (p. 11) 

Hamilton, E. S., Captain U. S. Marine 
Corp., finds Camp Pendleton station 
story interesting for corp. -(p. 12) 

Roosevelt, James, says picture caption 
is misleading in story on his com- 
mittee (p. 11) 

Stark, David S., Acme Oil Co., urges more 
stories on jobbers switching suppliers 
(p. 12) 

Symon, B. G., Shell, finds chassis lube 
story useful (p. 12) 

Wilson, G. E., Galen Wilson Petroleum, 
points out pitfalls in Gilbert 
Dickey's plans (p. 11) 





COMMERCIAL ACCOUNTS 
Commercial Accounts, Divorcement and 
Angry Marketers Oct. - 29 - Edit. 
Florida jobber meeting votes to ask 
NOJC investigation Nov. - 143 
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CO-CRE 


COMMERCIAL ACCOUNTS - Cont'd 





Intermountain Oil Jobbers prepare war on 
price-cutting suppliers at annual 
election meeting Nov. - 145 

Jobbers may call for NOJC action on OLIC 
and attack on depletion allowance 
Sept. - 43 

NOJC annual meeting warns government in- 
tervention may be sought, pic, cover 
Dec. - 30 

NOJC to ‘expose’ consumer account prac- 
tices, May meeting decides to name 
names, pic July -- 4% 

Of major concern in the Southwest 
Sept. - 159 

Ohio jobbers adopt resolution condemning 
commercial accounts Nov. - 145 

South Carolina jobbers discuss problem at 
summer meeting, talks by John White and 
Jesse Stickel Oct. - 160 

What's Going On? What's the Outlook?, 
roundup, cover Oct. - 30 





COMMISSION AGENTS 





See MARKETING ~ Commission Agents 


CONGRESS 


See FEDERAL GOVERNMENT - Congress 


CONNECTICUT PETROLEUM ASSN. 





2nd Annual management institute a crab 
bag of how-to-tips, pic Nov.-75-Brodersen 

New committees created for budgets ana 
iexhibitions Sept. - 160 

Queries jobbers on future management in- 
stitute programs Nov. - 145 


COVERS 


July. 6 pictures from St. Louis API 
meet ing 

August The Lubrication Puzzle 

September Ready for Winter? 

October Discussing commercial accounts 

November The Roosevelt Subcommittee 

December NOJC Threatens Government Plea; 
How Hotchkiss Oil Planned a Boom; 
Texaco Rides to Pipe Line Trend 


CREDIT 


American Petroleum Credit Assn. hears 
Paul Hawk describe Indiana Standerd's 
budget selling plan pic Dec. - 97 

Farm credit revealed as major problem at 
South Dakota jobbers convention 
Dec. - 131 - Assn. 





CR-DX 
CREDIT - Cont'd 
Farm Credit Should Be a Collect-As-You-Go 
System, charts (see correction, Aug. 
p. 40) July - 80 


DEPLETION ALLOWANCE 
See TAXES 


DIESEL ENGINE 





Iowa jobbers being queried on farm trade 
and credit. Preliminary returns. 

. Oct. - 158 

Nassau Oil and Mechanical Oil insure oil 
heat budget customers, illus Dec. - 84 

North Central Petroleum Credit Assn. 
formed to assist farm credits and 
collections Wov. - 135 

Panel discussion on farm accounts high- 
lights Nebraska jobber meeting 
Dec. - 136 


CROWN CENTRAL PETROLEUM CO. 





See AUTOMOTIVE 





DIRECT SERVICE OIL CO. 
See WESTERN OIL & FUEL CO. 


DISASTERS 


After the Flood--Problems, Losses and 
Recovery, pic Oct. - 38 - Brodersen 

Pennsylvania levies ‘emergency’ tax on 
gasOline and diesel fuel for flood 
repairs Nov. - 134 


DIVORCEMENT 





Jessee Stickel addresses Virginia jobber 
convention on need for stronger 
supplier-jobber ties Dec. - 134 


See MARKETING - Divorcement 


DRUMS, CONTAINERS 





CROWN CORK & SEAL CO. 
Develops device that corrects temperature 





See PACKAGING 


DU PONT (E.I.) de NEMOURS & CO. 





for automatic can filling, pic, chart 
Dec. - 114 


DEALERS 
See SERVICE STATIONS - Dealers 


DEGREE DAYS 

Connecticut's management institute dis- 
cusses degree day methods, pic 
Nov. - 76 = Brodersen 

Figures show past heating season colder 
than season before Aug. - 95 

Machines Take WORK out of Paperwork in 
Sohio Heating Oil Delivery, pic Aug. - 92 





DEPARTMENT OF COMMERCE 
See FEDERAL GOVERNMENT 


ofa 


EX-FER 
EXPANSION - Cont'd 


Offering high-compression engines for 
Oil Progress Week demonstrations, pic 
Sept. - 125 

Survey shows what average dealer thinks 
of his own operation, 2nd in a series 
Aug. - 40 

3rd survey of station operations devoted 
to dealer-supplier relations Nov. - 34 


D-X SUNRAY OIL CO. 





Management personne] setup of Sumray Mid- 
Continent subsidiary pic Aug. - 185 

Small, integrated companies with aggressive 
expansion programs are changing the 
Nebraska marketing picture Dec. - 125-R 
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FARM TRADE - Cont'd 


EDITORIALLY SPEAKING 

API glossary eliminates the term 
‘jobber’ July - 37 

Commercial Accounts, Depletion Allow- 
ance, Divorcement and Angry Mar- 
keters Oct. - 29 

Federal highway proposal doesn't protect 
small marketer, free enterprise 
July - 37 

NOJC's Ellis forestalls vindictive attack 
on depletion allowance July - 37 

Petersen, Standard of California, sug- 
gests ways to finance federal highways 
Nov. - 29 

Plan now for Oil Progress Week Aug. - 29 

Public education needed if advocates ex- 
pect to remove Federal control of 
natural gas pricing Oct. - 29 

Report on Congressional highway building 
program Sept. - 33 

Service station dealer recognition on 
the upswing Aug. - 29 

Shell names Hal Curtis, p. r. dept. head, 
a vice president Aug. - 29 

Today and Tomorrow: highlights of '55, 
outlook for '56 Dec. - 29 

Tri-State jobber meeting in South a 
success Nov. - 29 


ELLIOTT, CLINT 
Meet NOJC's New President Dec. - 172 





EMPIRE STATE PETROLEUM ASSN. 

Budget fight looms at November NOJC meet- 
ing. New York, Kansas and Nebraska 
jobbers threaten walkout Oct. = 49 

Fall meeting covers tips on credit, 
liquid fertilizer, LP-G and the St. 
Lawrence Seaway Dec. ~- 132 

Spring convention hears S. C. Bartlett, 
Texas Co., on profit-boosting sug- 
gestions July - 88 





EQUIPMENT 

Also see OIL BURNERS & OTHER HEATING 
EQUIPMENT 

Bryan-Cooper's ‘gravity-loading' setup 
cuts bulk storage loss, pic Nov. =- 113 

Crown develops device that corrects tem- 
perature for automatic can filling, 

ic, chart Dec. - 114 

Gasoline Pump Mfgrs. Assn. maps promotion 
campaign Dec. - 123 

Lynchburg Oil finds switch from gravity- 
loading to pumping system saves time 
and money, pic Oct. - 131 
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ED-EXP 
EQUIPMENT - Cont ‘d 


Machines take Work out of Paperwork in 
Sohio Heating Oil Delivery, pic 
Aug. - 92 

NTTC hears speakers advocate use of alunm- 
inum for tank trailers July - 139 

Prefabricated porcelain enamel stations 
catching on in South, pic Aug. - 119 

Remote Control Pumping - When to Use It, 
How It Works, pic, illus. Aug.-110-Watson 

Special equipment for ‘extra’ services 
pays off finds Joe Urcuoli at Tydol 
station, pic Nov. - 123 

Tide Water plant opens doors to fire 
fighting demonstration, pic Sept. - 120 

Vapor pick-up loading arm to be installed 
at all big terminals in Los Angeles 
area, pic Oct. - 126 


ESSO STANDARD OIL CO. 
International Petroleum & Chemical Workers 
Union plans to line up other Standard- 
Esso independent unions Nov. - 134 =- R 





ETHYL CORP. 
"Drive More’ campaign spreads~-ads, 
publicity Sept. - 44 





EXPANS ION 

Barney Holland bases expansion on 
‘flexibility’ as oil product 
supplier, pic Oct. - 89 

California Oil of Perth Amboy, N. J., 
buys out Refiners Oil Corp. Oct. - 157-R 

Gould-National Batteries opening Puente 
plant Oct. - 155 - R 

Gulf Oil's expansion in the Rockies to be 
built entirely through jobbers 
Nov. - 136 - R 

Husky Oil opens Ft. Williams refinery 
Sept. - 45 

Humble Oil expanding into New Mexico 
Aug. - 131 -R 

Jobber Dickey's Southern Revolution. 
Trans American Oil Co. modernizing, 
expanding, pic Nov. - 33 

Leonard Refineries, Mid-West and 
Roosevelt to merge if stockholders 
agree Oct. - 50 

Milton Oil of St. Louis purchases New Era 
Oil of Belleville, Ill. WNov. - 135 - R 

Monsanto Chemical ~ Lion Oil merger up 
to stockholders Sept. - 43 

Small, integrated companies with aggres- 
sive expansion programs are changing 
the Nebraska marketing picture 
Dec. - 125 - R 
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EX-FER 





EXPANSION - Cont'd FARM TRADE - Cont'd 
Suburban Gas Service acquires 7 more Phillips’ farm tractor study aimed at em- 
liquefied petroleum gas plants phasizing LP-gas distribution Nov. - 134 
Dec. - 128 ‘Progressive Farmer' survey reports on use 
The Texas Co. opens waterfront sales of fuels and lubes on southern farms 
terminal in Augusta, Ga. Aug. - 132-R Sept. ~ ky 
Union Oil moving ahead in Salt Lake 
district Aug. - 137 -R FEDERAL GOVERNMENT - Congress 
Union Oil's new subsidiary, Westward Legislation involving oil marketers now on 
Petroleum Co., will operate inde- the docket July - 56 
pendently Oct. - 114 Report on status of and reaction to na- 
Western O11 & Fuel Co. is challenging tional highway building program 
the majors with its expansion program, Sept. - 33 
pic July - 52 Report on status of bills to be recon- 
sidered next year--highways, gas, taxes 
Sept. - 37 


FEDERAL GOVERNMENT - Congressional Committees 


House Small Business Subcommittee (Roosevelt) 
Hears L. F. Johnson, Pennzoil Co. of 
Calif., On pressures on independents 
July - 56 
Report on committee activities Sept. - 37 
Roosevelt Subcommittee: What's Ahead for 
Marketers? history, status, comments, 

ic, cover Nov. - 30 

Senate Small Business Committee (Humphrey) 
New Jersey dealers react differently to 
subcommittee hearings Dec. - 128 - R 











FEDERAL GOVERNMENT - Department of Commerce 
To assist API in gathering annual data on 
lubricating oils July - 39 








FEDERAL GOVERNMENT ~- Federal Trade Commission 
Government will appeal district court re~- 
jection of FTC quantity tire discount 

rule Dec. - 37. 
Tire quantity discount case--status, his- 
tory, possible results, pic Sept. - 73 


FARMER OIL CO, Tire quantity discount case thrown out of 
See OIL INDUSTRY INFORMATION COMMITTEE- federal district court Oct. - 49 


~ Oil Progress Week 





FEDERAL TRADE COMMISSION 
FARM TRADE See FEDERAL GOVERNMENT 
Also see CREDIT 
Farm credit revealed as major problem at FERTILENE CORP. OF AMERICA 








annual convention of South Dakota Survey reports profit in liquid fertilizer 
jobbers Dec. - 131 business Aug. - 9 
Farm Credit Should Be a Collect~-as-You-Go 
System--Indiana Standard, charts (see FERTILIZER 
correction, Aug. p. 40) July - 80 Fertilene Corp. survey reports profits in 
Iowa jobbers being queried on farm trade liquid fertilizer Aug. - % 
and credit. Preliminary returns ” Progress reports on liquid fertilizer busi- 
Oct. - 158 ness by 5 oil heating distributors Nov. - 


Pane] discussion on farm accounts high- 
lights Nebraska jobber meeting Dec. - 137 
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GA-HIG 
GASOLINE - Consumption by States ABYBPDRAT TEmmarpin« rAnT 





FI-GAS 




















FINANCIAL REPORTS FUEL OIL - Cont'd 
Today and Tomorrow: highlights of '55, What's Going to Make Competition Hot On 
outlook for '56 Dec. - 29 - Edit. Tomorrow's Home Heating Front? Atomic 
heat? Solar energy? Heat pump? 
FIRES Resistance heat? LP-Gas? Nov. - 90 
See DISASTERS or SAFETY Winterizing '55-'56: preparations, outlook, 
pic, illus. Sept. - 91 - Brodersen 
FLORIDA PETROLEUM MARKETERS ASSN. 
Report on Daytona Beach meeting: FUEL OIL - Vs. Natural Gas 
commercial accounts, price wars, Oil Heat Council of New Jersey starts out- 
training courses, etc. Nov. - 143 door advertising July - 128 - R 
Panel at OHI's builders’ clinic management 
FOREIGN OIL conference formulates 5-point program to 
Canadian Petrofina Ltd. opens New York sell builders on oil heat, pic Nov. - 93 
office--what to expect, history of Rich, director of New Jersey distributors 
company, pic Dec. - 80 group, urges booklet promoting oil heat 
Oct. - 162 
FRONTIER OIL CO. 
Still looking for Florida refinery FULL OIL DISTRIBUTORS ASSN. OF NEW JERSEY 
site Aug. - 131 -R Executive Director Rich urges booklet pro- 


moting oil heat Oct. - 162 
FRONTIER REFINING CO. 
Small, integrated companies with aggres- 
sive expansion programs are changing 
the Nebraska marketing picture 
Dec. ~ 125 -R 





FUEL OIL 
Also see CREDIT 
MARKETING ~- Deliveries 
MARKETS 
OIL BURNERS & OTHER HEATING EQUIPMENT 
Note: Short items iisted as Fuel Oil 
Briefs are not indexed 
Buckely & Scott's uniform rental part of 
‘oil is clean’ program, pic Aug. - 99 
Doerer, Minn. jobber, makes top service 
pay, pic July ~ 97 
Machines take Work out of Paperwork in 
Sohio Heating Oil Delivery, pic 





Aug. - Je 
New York Oil Heating Assn. urges exten- GARDEN STATE GASOLINE RETAILERS ASSN. 
sive promotional campaign to capture Pleads innocent to charges of price fixing 
potential market Nov. - 134 July - 60 
Oil Heat Assn. of Maryland hears Horan, 
Perfex Corp., on ‘How to Go Broke GASOLINE 
Selling Heating Oil' July - 104 kthyl's 'Drive More' campaign spreads, ads, 
Oil Heating Market Reports: the First publicity Sept. - 4&4 
Ten Surveys Sept. - 100 Florida's consumption up 11.66 Sept. - 153-R 
Oil Heating Market Reports: 10 more 1957--New Heights in Octane? Nov. - 101] 
markets surveyed - Dec. - 87 Sunoco presents 2nd new gasoline in 15 
Progress reports on liquid fertilizer months Aug. - 42 
business by 5 0i1]1 heating distributors Washington, D. C.'s kvening Star surveys 
Nov. - 97 cousumer brand buying habits Oct. - 157-R 


Tiny Tankers Oil Delivery services 
resident boaters, pic Dec. - 87 
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GA-HIG 

GASOLINE - Consumption by States 
February 1955 July ~ 172 
March 1955 Aug. - 159 
April 1955 Sept. - 176 
Mey, 1955 Oct. - 160 
June 1955 Nov. - 160 
July ‘55 Dec. - 152 


GASOLINE - Prices & Price Wars 

Also see COMMERCIAL ACCOUNTS 

For government investigations See 
FEDERAL GOVERNMENT - Congres- 
sional Committees 

California cut-rate operator Don Lynn 
sells out Nov. - 141 

California Petroleum Marketers filing 
suits against dealers selling below 
costs Oct. - 161 

Florida jobbers ask suppliers to make 
depressed market price the normal 
after 15 days Nov. - 143 

Florida Supreme Court upholds uncon- 
stitutionality of price sign 
regulations Aug. - 134 -R 

Georgia jobbers seek legislation out- 
lawing below-cost selling Aug - 132-R 

Oriental Refining meeting Colorado price 
situation by selling ‘refinery fresh' 
gasoline 6¢ below market, pic 
Sept. - 82 

Pennsylvania's below-cost saies act head- 
lines annual convention of Pennsylvania 
jobbers Dec. - 132 

Pennsylvania's legislative procedures and 
customs blocking bill to outlaw gaso- 
line price wars Oct. - 156 - R 

Price cutting a major concern in Ft. Worth- 
Dallas area Sept. - 159 

Retailing developments include indictment 
of Garden State Gasoline Retailers 
Assn., others July - 60 

San Diego price war starts. Battle is 
between dealers and suppliers, especially 
Richfield Oct. - 155 - R 

Station in Clifton, New Jersey, bombed, pic 
Sept. - 37 








GASOLINE PUMP MANUFACTURERS ASSN. 
Annual meeting maps promotion campaign, 
including contest for best service 
station dealer Dec. - 123 





GAS TURBINES 
See AUTOMOTIVE 





GEORGIA INDEPENDENT OILMEN'S ASSN. 
Votes to sponsor bills on the sale of 
antifreeze and brake fluid Dec. - 133 





-10- 


LA~LYN 





GENERAL PETROLEUM CORP. 
Announces ll-point dealer program 
Sept. - 48 
Starts ‘community relations’ program 
under Marion Dice July - 129 -R 





GEORGIA ASSN. OF PETROLEUM RETAILERS 
Atlanta chapter fights premium trading 
stamps Nov. - 139 -R 
Seeks legislation outlawing below-cost 
selling Aug. - 132 -R 


GILMORE OIL CO. 
New company returns Gilmore brands to 
action Aug. - 41 








GREASES 
See LUBRICANTS, LUBRICATION 


GULF OIL CO. 
Expansion in the Rockies to be built 
entirely through jobbers Nov - 138 - R 
Introduces ‘single phase’ antifreeze with 
improved rush inhibitor Dec. - 98 


HENOCK OIL CO. 





Moves to new location. Company back- 
ground Sept. - 145 - R 


HIGHWAYS 


For articles on service stations see 
SERVICE STATIONS-Highways 

Pennsylvania jobbers attack federal con- 
struction program at annual meeting 
July - 87 
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HIGHWAYS - Cont'd 

Pennsylvania Turnpike Commission reports 
On gasOline taxes collected Sept. - 
146 - R 

Petersen, Standard of California, suggests 
ways to finance federal highways 
Nov. - 29 - Edit. 

Report on status of and reaction to Con- 
gressional highway building program 
Sept. - 33 

Report on status of Congressional 
legislation Sept. - 37 

Tolls, taxes to pay for Connecticut 
highways July - 126 - R 


HOTCHKISS OIL CO. 
Expansion succeeds with Socony's Planned 
Distribution System, pic Dec. - 38 





HUMBJ.E OIL & REFINING CO. 
‘Conventions’ for service station managers 
replace spring sales meeting, pic 
Aug. - 45 
Expanding into New Mexico Aug. - 131 -R 
Personnel training starts at the bottom. 
Bulk plant management and maintenance, 


pic Nov. - 83 


HUSKY OIL & REFINING, LTD. 
Opens Ft. Williams, Ont., refinery with 
local fanfare Sept. - 45 








INDEPENDENT GASOLINE DISTRIBUTORS OF ARIZONA 








New group plans to build or lease own 
terminal Sept. - 147 - R 


INDEPENDENT OIL COMPOUNDERS ASSN. 
Annual meeting hears H. L. Hemingway and 
F. E. Anderson on present and future 
status of lube market Dec. - 95 
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HI-KAY 
INDIANA INDEPENDENT PETROLEUM ASSN. 
Dissatisfaction over jobber-supplier re- 
lations and OIIC highlight annual 
convention Dec. - 130 - Assn. 
May meeting attacks majors, highway plans, 
other developments July 89 


INTERMOUNTAIN OIL JOBBERS ASSN. 
Annual election meeting prepares war on 
commercial accounts Nov. - 145 





IOWA INDEPENDENT OIL JOBBERS ASSN. 
Querying members on farm trade and 


credit. Report on preliminary 
returns Oct. - 158 
Report on the first management institute 
Aug. - 138 
JOBBERS 


See MARKETING - Jobbers 


JOYNER, G. B. (PAT) 
See OIL INDUSTRY INFORMATION COMMITTEE - 
Oil Progress Week 





KAYO, INC. 
Charges tax discrimination in Florida's 


bonding arrangement for gasoline dis- 
tributors Oct. - 154 -R 
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LA~LYN 
LABOR RELATIONS 
Ed Amar, Shell jobber, finds profit in 
building dealer morale, pic Aug. - 43 
Petroleum Retailers Assn. of Colorado 
finds own employment service solves 
labor problems for dealers Sept.-151-R 
Texas jobber, Barney Holland, inspires 
employees’ loyalty Sept - 146 -R 





LABOR RELATIONS - Unions 

How and why AFL is moving in on St. Louis 
dealers, pic Aug. ~ 37 

International Petroleum & Chemical Workers 
Union plans to line up other Standard- 
Esso independent unions Nov - 134 - R 

Standard Stations, Inc. employees win wage 
boost, other benefits after long fight 
Aug. - 38 

"Union News" editorial claims Oil, Chemical 
& Atomic Workers International will be 
top union Sept. - 43 





LACEY, T. C. 
Texaco consignee slices overhead with new 
delivery setup, pic July - 82 





LAWRENCE FUEL OIL INSTITUTE, INC. 
Found guilty in price-fixing case Aug. - 95 





LEONARD REFINERIES 
To merge with Mid-West and Roosevelt if 
stockholders agree Oct. - 50 





LION OIL CO. 
Stockholders meeting to approve merger with 
Monsanto Chemical Co. Sept. - 43 





LIQUEFIED PETROLEUM GAS 

Lehigh sells LP-gas properties to invest- 
ment bankers Aug. - 134 - R 

Phillips’ farm tractor study aimed at 
emphasizing LP-gas distribution 
Nov. - 134 -R 

Suburban Gas Service acquires 7 more LP- 
G plants Dec. - 128 - R 

What It Costs to Construct an LP-Gas Bulk 
Piant, illus July - 130 

What's Going to Make Competition Hot on 
Tomorrow's Home Heating Front? Nov. - 90 





LIQUID FERTILIZER 
See FERTILIZER 





LOUISIANA OIL MARKETERS ASSN. 
Biographical sketch of Curtis Parker, 
new president, pic Sept. - 188 
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LOUISIANA OIL MARKETERS ASSN. - Cont'd 





Tax rise main issue at annual convéntion; 
other topics Aug - 139 


LOWELL FUEL OIL DEALER ASSOCIATES, INC. 





Found guilty of price-fixing conspiracy 
Aug. ~ 95 


LUBRICANTS, LUBRICATION 





API plans to develop annual statistical 
data on lubricating oils with Dept. of 
Commerce, mid-year meeting July - 39 

Chassis Lubrication Still Growing...But 
Tomorrow?, special report, illus., 
cover Aug. - 31 

How Multi-Luber works on Indiana Standard 
trucks, pic Aug. - 36 

Independent Qil Compounders Assn. hears 
H. L. Hemingway and F. E. Anderson on 
present and future status of market 
Dec. = 95 

Navy reports on ‘Telfon', new miracle 
dry lube Oct. - 109 

Penn Grade Crude Oil Assn. meeting hears 
Pennsylvania motor oil holds 10% of 
domestic market July - 59 

Report on the Bijur Lubricator, the fore- 
runner of Multi-Luber Sept - 137 

Smaardyk, A., tells American Society of 
Mechanical Engineers oils won't play 
big part as lubricants in atomic 
power plants Sept. - 138 

Washington, D. C.'s Evening Star surveys 
consumers brand buying habits Oct. - 
157 - R 








LYNCHBURG OIL CO. 
Switch from gravity~loading to pumping 
System saves time and money, pic 
Oct. = 131 
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IA , 
Announces 1l~point dealer program 
Sept, ~ 48 





Also See LABOR RELATIONS 
PUBLIC RELATIONS 
TRAINING 

After The Flood--Problems, Losses and 
Recovery, pic Oct. 38 ~ Brodersen 

API Jobber Advisory Committee reports 
on sources, requirements and 
availability for jobber loans 
July = 77 

API printing accounting manuals for 
distribution by supplying companies 
to dealers July = 40 

API to undertake projects to aid jobber 
management institutes, along with 
NOJC, pic July ~ 46 

Barney Holland bases remodeling and 
expansion on ‘flexibility’ as oil 
product supplier, pic Oct. - & 

Buckley & Scott cures uniform woes by 
renting outfits, pic Aug. - 99 

Cities Service's Des Moines division 
consolidates entire distribution and 
marketing operations in one building, 
pic July - 68 

Connecticut Petroleum Assn. members 
queried on future management institute 
programs Nov. = 145 

Connecticut Petroleum Assn.'s 2nd 
annual management institute a grab 
bag of how-to tips, pic Nov. = 75 = 
Brodersen 

Dealer-supplier relations covered by 
3rd DuPont survey Nov. = 34 


Ed Amar, Shell jobber, finds profit in 
building dealer morale, Aug. ~ 43 
Hotchkiss Oil expands with Socony's 


Planned Distribution System, pic 
Dec. = 38 

Iowa Independent Oil Jobbers Assn. hold 
first management institute Aug. ~ 138 

Jobber Dickey's Southern Revolution. 
Trans American Oi] Co. modernizing, 
expanding, pic Nov. = 33 

Nassau Oil and Mechanical Oil insure 
oil heat budget customers, illus. 
Dec. = &% 

Socony Mobil, General Petroleum and 
Magnolia announce 1l~point dealer 
program Sept. =~ 48 

What the longer-term service station 
leases is all about, pic July = 4l 

Why an Independent Went Major, story of 
Williams Oil Co., pix Oct. - 83 


Why Jobber Leslie Neal Switched Suppliers, 


pix Sept. mcd 46 
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MARKETING 





MA~MAR 


MARKETING 
For government investigations see FEDERAL 
GOVERNMENT 


. Congressional Committee 


API dictionary standardizes terms for 
distributors July ~ 72 

Ethyl's 'Drive More’ campaign spreads 
Sept. ~ 44 

Small, integrated companies with 
aggressive expansion programs are 
changing the Nebraska marketing 
picture Dec. - 125 -R 

Winterizing '55~'56: Heating Oil. 
Preparations, and outlook, pic, illus. 
Sept. ~ 91 ~ Brodersen 

Winterizing '55~'56: Service Stations. 

Preparations, outlook, pic, 

(Note: See corrections Nov. 55, page 

13) Sept. — 87 ~ Brodersen 


NG_~ Commission Agents 

API preparing survey of consignee~ 
supplier relations, mid-year meeting 
July - 39 

Conversion of independent service 
station dealers to commission agents 
a trend in the Southwest Dec. - 126-R 

John White, Teeneva Oil Co., finds 
‘C.stations’ pay for dealers using 
system Nov, ~ 89 

Major company consignee sees commission 
agents dying “out in Southwest July - 
123 = R 


Deliveries 

~ Direct delivery cuts Shell costs 20% with 
Argo, Ill. terminal, pic Aug. 101 ~ Castle 

How Speedway Slices Trucking Costs, charts 
Aug. 75 

Lacey, Texaco consignee, slices overhead 
with new delivery setup, pic July ~ 82 

Machines Take Work out of Paperwork in 
Sohio Heating Oil Delivery, pic 
Aug, = 92 

Tiny Tankers Oil Delivery services 
resident boaters, pic Dec, - 87 





NG = 

Commercial Accounts, Divorcement and 
Angry Marketers Oct. - 29 - Edit. 

Indiana jobbers attack majors for ‘apparent 
subsidization’ of marketing operation 
with crude oil profits July - 99 

NCPR will seek remedial divorcement if it 
appears only solution Oct. = 159 


MARKETING ~ Jobbers | 


& Jobber Margins 
Also see NATIONAL OIL JOBBERS COUNCIL 








MA~MID 


MARKETING - Jobbers & Jobber Margins (Cont) MARKETS (Cont'd) 


API committee discusses jobber continuity 
at mid-year meeting July ~ 40 

API Jobber Advisory Committee reports on 
sources, requirements and availability 
for jobber loans July ~ 77 

Arkansas jobber convention features 
exchange of ideals by jobbers and 
supplier representatives Dec. ~- 132 

Co-op Marketer, Midland, Starts Brand- 
Name Push, pic Nov. ~ 37 

Doerer, Minn, jobber, makes top service 
pay, pic July ~ 97 

Florida jobber meeting asks suppliers 
to make depressed market price the 
normal after 15 days Nov. = 143 

Indiana jobbers attack majors for 
‘apparent subsidization’ of marketing 
operations with crude oil profits 
July - 4 

Indiana jobbers register complaints 
about supplier contracts at annual 
convention Dec, ~ 130 

Jobber cost survey revealed at NOJC 
May meeting July ~ 44 

Jobbers help beat off try for highway 
tax hikes by carrying their fight 
to their Congressmen Sept. ~ 37 

Midwest jobbers comment on what jobber~ 
supplier contracts should contain 
July - 123 =~ R 

Midwestern jobbers comment on jobber~ 
supplier relations, contracts 
Aug. ead A2 

Mills, Miles, suggests suppliers help 
jobbers accumulate expansion funds 
Aug. ~ 142 

Pennsylvania jobbers attack margin 
cutting at spring convention 
July - 87 

Progress report on Bryan~-Cooper 's 
supplier switch pic Nov. ~ 8 

Tennessee jobbers vote to permit both 
jobbers and dealers evaporation 
allowance July ~ 88 

Why an Independent Went Major. 
Oil Co., pig Oct. ~ 83 

Why Leslie Neal switched suppliers, 


pic Sept. ~ 46 


Williams 


Distillates Plentiful in East, on the 
Gulf Nov. = 146 

Heavy Fuel Prices Continue Firm 
Aug. - LA4 

Light Fuels Easy; Heavy Fuel Tight 
July - 158 


ahha 


Markets Strong as Fall Season Ends Dec. - 138 
Signs Point to Firmer Distillate Prices 
Oct. a 166 


MECHANICAL OIL CO. 


Insures oil heat budget customers, illus. 
Dec. aad 84 


SING ERTISING 

Canadian Petrofina Ltd. opens New York 
office--what to expect, history of 
company, pic Dec. = 80 

Ethyl's "Drive More’ campaign spreads 
Sept. - 44 

Gasoline Pump Mfgrs. Assn. maps promotion 
campaign, including contest for best 
station dealer Dec, ~ 123 

Midland Co-operatives starts brand name 
push after 28 years of co-op 
merchandising, pic Nov. ~ 37 

Richfield's dealer meetings stress 
serving lady customers July ~- 128 -R 

Simon Oil Co. bases new advertising spurt 
on travel promotion, pic Nov. = 35 

Standard of California again offering 
‘scenic view’ photographs Aug. - 136 

Sun Oil presents new gasoline on closed 
TV circuit, backs it with heavy 
advertising Aug. = 42 

Tide Water discontinues broadcasting 
basketball games Sept. ~ 149 - R 

Union Oil bases merchandising program on 
one-mile ‘Magic Circle’, pic Nov. = 38 


V SING ON - 


Fremiums 
Atlanta dealers ask legislature to curb 


trading stamp activities Nov. = 139 

Buick, F. H., Easco Buick Advertising, on 
the values of premiums Aug. ~ 13 = Letters 

Colorado retailers association seeks 
legislative relief from trading stamps. 
Volunteer efforts failed. Nov. =~ 138 

Florida may inspect trading stamp companies 
July ~ 125 -R 

Florida outlaws 2 premium stamp promotion 
schemes Dec. ~ 127 = R 

NCPR drafting model regulatory statute to 
prevent abuses Oct. ~ 160 


See EXPANSION 
OPERATIVE, IN 


Starts brand-name push after 28 years of 
co-op merchandising, pic Nov. = 37 
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MID-WEST REFINERIES INC. 
To merge with Leonard and Roosevelt if 
stockholders agree Oct. - 50 





MILITARY 
Armed Services Petroleum Purchasing Agency 


MI-NAT 


NASSAU OIL CO. 





Insures oil heat budget customers, illus. 


Dec. - 8% 


NATIONAL CONGRESS OF PETROLEUM RETAILERS 








Get Your Share of Military Contracts, 
says R. A. Wightman, new Small Business 
Specialist Dec. - 36 


MILIS, MILES N. 
Suggests suppliers help jobber accumulate 
expansion funds Aug. - 142 





MILTON OIL CO. (of St. Louis) 
Celebrating 35th anniversary Aug. - 135 - 
R 
Purchases New Era Oil Co. of Belleville, 
Ill. Nov. - 135 - R 





MISSISSIPPI OIL JOBBERS ASSN. 
Report on Tri-State meeting in Biloxi 
Nov. - 142 
Tri-State meeting hailed as a success 
Nov. - 29 - Edit 





MONSANTO CHEMICAL CO. 
Stockholders meeting to approve merger 
with Lion 0il Sept. - 43 





MOORE, GEORGE 
For case against major oil companies, 
see ANTITRUST - 7 West Coast Majors 





MOTO-PIP, INC. 
Sales soar with new fast car wash combined 
with service station, pic Dec. - 33 





MOTOR OIL 
See LUBRICANTS, LUBRICATION 
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Meetings with suppliers laying groundwork 
for dealer-supplier talks at convention 
Aug. - 38 

Report on annual convention--including 
Roosevelt on divorcement, station 
leases, price discrimination, tire 
discounts, trading stamps, officers 
Oct. - 159 


NATIONAL FIRE PROTECTION ASSN. 





See SAFETY 


NATIONAL OIL JOBBERS COUNCIL 





Budget Fight Looms at November Session, 
New York, Kansas and Nebraska jobbers 
threaten walkout. Oct. = 49 

May meeting votes to ‘expose’ consumer 
account practices, study depletion 
allowance, other decisions, pic 
July - 44 

New dues plan may end NOJC's financial 
problems: other action at annual 
meeting. Dec. = 32 

Next meeting wiil be faced with action 
on withdrawing OIIC support and 
depletion allowance attack Sept. - 43 

‘Operation Bootstrap’ example of need 
to strengthen jobber associations in 
face of mergers tightening Midwest 
competition July ~ 87 

Otis Ellis forestalis vindictive attack 
on depletion allowance July - 37 =< Edit. 

Otis Ellis urges NOJC support at Virginia 
Petroleum Jobbers Assn. convention 
Dec. - 134 

Report on annual meeting--commerc ial 
accounts, depletion allowance, other 
highlights, pic, cover Dec. - 30 

Rundown on activities involving federal 
government July ~ 56 

Secretaries organize to take concerted 
action, Nov. program outlined July - 9 


NATIONAL TANK TRUCK CARRIERS, INC. 





Annual convention hears speakers advocate 
use Of aluminum tank trailers July - 139 


NATIONAL TIRE DEALERS & RETREADERS ASSN. 





Launches retread campaign Dec. - 100 





NA-~NEW 


NAT 

For fuel oil-natural competition for 
heating markets, 

See FUEL OIL ~ Vs. Natural Gas 

Public education program needed if 
Phillips bill advocates expect to 
remove Federal Control of pricing 
at wellhead Oct. ~ 29 = Edit. 


N 
Why @ jobber switched suppliers, pic 
Sept. ~- 46 


N 
Convention highlighted by panel 
discussion on farm accounts; resolution 
Dec. ~ 136 


NEW I ° 
Dressie, John, is rehired as executive 
secretary Dec, - 128 ~ R 
Policy changes being made by reorganized 
group Sept. ~ 145 -R 


NEW, 

Notes; News Briefs are not cross- 
referenced in this index 

American Oii Co., Independent Shell 
distributor, to build and operate 
stations in Southeast July ~ 64 

Automobile Manufactures Assn. develops 
auxiliary braking system Dec. ~ 37 

Bankers finance preliminary engineering 
study on toll highway between Dallas- 
Ft. Worth and Houston Dec, = 37 

Bonded Oil Co. buys 9 Verkamp-Withrow 
stations Aug » 42 

Bureau of Mines reports on natural gas 
marketed Sept. = 45 

California Petroleum Marketers Council 
charges 2 with below-cost selling 
Sept. = 45 

California Petroleum Marketers Council 
wants agents’ gasoline commissions 
raised Aug. - 42 

Census reports show trend to larger 
service stations Dec. = 37 

Chase Bank reports record-breaking 
investments by U.S. oil industry 
Sept. — 45 

Crites Oil Co., Ft. Worth jobbers, switches 
to Phillips Dec. -37 

300-mile crude pipe line, Jacksboro to 
Houston, will replace smaller Sinclair 
line Dec . - 37 

Deep Rock headquarters to move to Kerr- 
McGee building Sept. ~ 45 


eibe 


NEWS BRIEFS (Cont'd) 


Dept. of Interior reports on LP-gas sales 
Sept. a 45 

Elmira Fuel Co, to build bulk plant there 
Auge =~ 42 

El Paso Natural Gas Co, files gas delivery 
plan with FPC Sept. = 45 

Ethyl Corp. reports octane number in 
gasoline up Aug. = 42 

Fuelgas Corp. indicted on exclusive dealing 
charge July - 64 

Gasoline taxes up in Texas and Michigan 
July - 65 

Gasoline tax revenues rise steadily Sept. 
- 45 

Government will appeal district court 
rejection of FTC quantity tire discount 
rule Dec. = 37 

Gulf's new motor oil passes up multi- 
viscosity July ~ 64 

Tllinois-Indiana toll road cleared by 
Supreme Court July ~ 64 

Indiana Standard suing Sohio on use of 
name ‘Standard’ Aug. =~ 42 

Indiana Standard to build new office in 
Milwaukee Sept. ~ 45 

Indiana Tool Road Commission wants final 
study of north-south toll road Aug. = 42 

Jacksonville Circuit Court stops purchases 
without bids and specifications July ~ 64 

John A, Chew Terminals opens Jersey City 
bulk terminal Aug. ~ 42 

Leslie Neal & Sons consolidating, switching 
suppliers Aug. = 42 

Majors lose fight for new trial in Moore~7 
West Coast majors suit Sept. = 45 

Maryland approves gasoline tax refund in 
pumping fuel oil Dec. = 37 

Midwest Oil Co, to take over Tide Water 
line from Barber Oil which Pure is buying 
Sept. = 45 

National Gas & Oil named Chicago 
distributor for Sinclair July ~ 64 

Phillips Pacific Chemical Co, to build 
ammonia fertilizer plant Sept. = 45 

Pittsburgh Consolidation Coal Co, using 
coal pipeline July ~ 64 

Post~exchange service station to continue 
Dec. = 37 

Results of Air Pollution Foundation tests 
of catalytic mufflers Sept. - 45 

Senate will discuss extending Fair Labor 
Standards Act to retail and service 
employes Dec. = 37 

Shell ready to supply private-plane jet 
fuel when wanted Sept. - 45 
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(Cont 'd ) 

Shell selling liquefied petroleum gas 
(Shellane ) operation to National 
Propane Corp. Dec. = 37 

Socony, Magnolia and General Petroleum 
offer 3-year leases, right to sell 
other brands Aug. = 42 

Socony Mobil joins 6 others in nuclear 
research Sept. = 45 

Sohio adds ‘Permex’ to motor oil line 
Sept. = 45 

Standard Oil Co. (New Jersey) and 
affiliates will have capital 
expenditures total of $1.2 billion 
Dec. = 37 

Texas Co. completes Madison, Wis. 
terminal Aug. o~ 42 

Tide Water donates gasoline for charity 
organization Aug. = 42 

Training course for motor fleet super- 
visory personnel to be Sept, 12-16 
Sept. = 45 

20th Century Fund predicts 40% hike in 
consumer oil expenditures in 1960. 
Sept. ~ 45 

Union Oil plans 407 new service stations 
Aug. = 42 

U. S. Oil & Refining builds refinery at 
Tacoma, new president. Aug. =~ 42 

U. S. Oil & Refining Co.'s refinery at 
Tacoma will have 15,000 b/d capacity 
Sept. = 45 

Valvoline all-temperature oil called 
All-Climate Dec, = 37 

Wage~hike drive may come from Oil, 
Chemical and Atomic Workers 
Internation Union. Dec, = 37 

Western States Refining to build reforming 
unit and asphalt plant in North Salt 
Lake Aug. - 42 


NEW YORK OIL HEATING ASSN. 


N 


Urges extensive promotional campaign to 
capture potential market Nov. =~ 134 - 
R 


ER 
Interview with Socony's new president, pic 
Aug. _ 180 


NO C IT 


Ne 


See CREDIT 


OLINA O 
Elects Swannie D. Bryan 
officers Oct, ~ 160 
Fighting increase in taxes for general 
fund purposes July ~ 125-R 


president, other 
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NORTH CAROLINA 


OHIO 


NE-OIL 


JOBBERS ASSN, (Cont'd) 

Spring meeting hears John te on 
supplier problems, price wars July - 90 

William Parker resigns as exec, S@C., 
biographical sketch, pic July - 93 


ERS N. 

Fall convention adopts 6 resolutions re, 
commercial accounts, highways, taxes, 

natural gas, unemployment compensation 
Nov. = 145 


a HER 
Also See SAFETY 
TRAINING 

After the Flood--How Heating Oil Men Are 
Solving Burner Service Woes Oct. - 44 
~ Brodersen 

API Fuel 0il Committee studying all- 
purpose chimneys and threat of electric 
home-heating July =< 40 

Better Home Heat Council's Boston promotion 
includes guarantee of satisfaction 
Nov. = 145 

How to Stop Home Tank Corrosion, j))us. 
July - 99 

Oil Heating Market Reports: 
Surveys Sept. ~ 100 

Oil Heating Market Reports: 10 more 
markets surveyed Dec, = 87 

What's Going to Make Competition Hot on 
Tomorrow's Home Heating Front? Nov. - 90 

Winterizing '55-'56: preparations, outlook, 
pic, illus. Sept. - 91 - Brodersen 


the First Ten 


-17- 





OI~-PET 


0 OF 
Baltimore convention hears R. F, Horan, 
Perfex Corp., on ‘How to Go Broke 
Selling Heating 0i1'; round table 
discussions July - 104 


0 
Outdoor advertising campaign starts 7/15 
July - 128 -R 


0 
Burkhardt, Charles, new national 
secretary, pic July ~ 56 
Panel at builders’ Clinic management 
conference formulates 5~point program 
to sell builders on oil heat, pic 
Novo ~ 93 


Expands oil burner service school program 


to cover new areas Sept. - 160 
0 
See FUEL OIL 


OL INDUSTRY INFORMATION COMMITTEE 
Elects new officers, biographies and 
bic Nov. ~ 181 
Indiana Independent Petroleum Assn. 


OR. G 
Selling ‘refinery fresh’ gasoline 6¢ under 
market to meet competition, pic Sept. - 
82 


withdraws any support of OIIC Dec. ~ 130 


NOJC meeting takes no action on OIIC 
membership Dec. = 32 

Withdrawal of jobber support expected to 
come up at Nov. meeting Sept. ~ 43 


OLL INDUSTRY INFORMATION COMMITTEE Oi) 


DuPont high-compression engines available 
for demonstrations, pic Sept, ~ 125 

How G. B. (Pat) Joyner, Esso dealer, 
works for OIIC and OPW, pic Sept. ~ 40 

How R. M. Jewell, Farmer Oil Co., works 
for OIIC and OPW, pic Sept. = 41 

How Sacramento, Calif., put over Oil 
Progress Week, pic Sept. - 38 

Plan now for Oil Progress Week Aug. = 
29 = Edit. 

Tools to use for promoting OPW, pic 
Sept ~ 41 


0 
See TIRES, BATTERIES, ACCESSORIES 


ie) 
See OIL INDUSTRY INFORMATION COMMITTEE 


OLYMPIC PROGRESS OTL CO. 
See REGIONS ~ West 


x;™ 


PACKAGING 
Crown develops device that corrects 


temperature for automatic can filling, 
pic, chart Dec. - 11s 

Packaging Institute standardizing l-quart 
can cases Aug. ~ 117 


cairn WILLLAM 
See NORTH CAROLINA OIL JOBBERS ASSN. 


V, A 
June meeting hears Penn 0il holding place 
in market July ~ 59 


N. 

Spring meeting hits margin-cutting, 
commercial accounts, highway program 
July - 87 

State's below-cost sales act headlines 
annual convention Dec, =~ 132 


See CANADIAN PETROFINA, LTD. 


Finds establishing own employment service 
solves labor problems for station 
operators Sept. - 151 -R 
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PETROLEUM RETAILERS ASSN, OF COLORADO (Cont ) 
Seeks legislative relief from trading 
stamps. Volunteer efforts fail. 
Nov o = 138 - R 


Coldiron & Peoples to handle Phillips 
motor oil in Northern California Nov. - 
W1-R 

DuFau Petroleum Co. in New Orleans 
becomes Phillips jobber July - 125 -R 

Farm tractor study aimed at emphasizing 
LP~gas distribution Nov. = 134-R 


PIPE LINES 
New products line from El Paso to Watson, REIN GASTERIAS 
Calif. may alter area’s transportation See REGIONS ~ East 
systems, map Aug. - 77 
Texaco Rides a Spreading Trend: Product REFINING, REFINERIES 
Pipe Lines, pic, map Dec. = 106 Frontier Oi] still looking for Florida 
site Aug. - 131 -R 
Husky Oil opens Ft. Williams refinery 
See MERCHANDISING, ADVERTISING, PROMOTION with local fanfare Sept. - 45 
- Premiums Leonard, Mid-West and Roosevelt to 
merge if stockholders agree Oct. - 50 
PRICES , PROFITS Texas Gas Corp., losing accounts to pipe 
For prices of individual products, see lines, finds new ones in local private- 
that product by name brand jobbers Nov, - 136-R 
Indiana jobbers attack majors for ‘apparent 
subsidization’ of marketing operations REGIONS — EAST 
with crude oil profits July ~ 8 California Oil of Perth Amboy, N.J. 
2 oil heat groups fined in Boston on price buys out Refiners Oil Corp. Oct. = 157 
fixing charges Aug. = 95 Cherry Valley Trnpk. Assn. campaigning 
to regain business lost to New York 
PROMOTION Thurway July ~ 126 
See MERCHANDISING, ADVERTISING, PROMOTION Connecticut jobbers don't get refund 
rider on gas tax bill Aug. ~ 134 
Connecticut officials amend truck 
See LIQUEFIED PETROLEUM GAS licensing law after Sun's test case 
Aug. _ 134 
PUBLIC RELATIONS Dealer groups in New Jersey react 
Also see OIL INDUSTRY INFORMATION different to Humphrey subcommittee 
COMMITTEE hearings Dec, ~ 128 
General Petroleum starts ‘community Dressler John, rehired as executive 
relations’ program July ~ 129 -R secretary of New Jersey Gasoline 
Humble consignee, Red Fennell, tells Retailers Assn. Dec, = 128 
convention of the importance of the Henock Oil moves to new location, 
service station man in his commnity Company background Sept. - 145 
Aug. - 131 International Petroleum & Chemical 
Shell names department head, Hal Curtis, Workers Union plans to line up other 
a vice president Aug. =~ 29 ~ Hit Standard~Esso independent unions 
Nov. = 134 
PUBLICATIONS Lehigh sells LP-gas properties to 
Making Your Sales Meeting Sell by Edward investment bankers Aug. - 134 
Jo Hegarty Dec. _ 83 
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RE-REG 


REG - (Cont 'd ) 

New York Oi] Heating Assn. urges 
promotion campaign to capture 
potential mrket Nov. - 134 

New Jersey truckers don't have to 
keep log of operations within 50 
miles Aug. - 135 

New York expects record auto registration 
Aug. od 134 

Oil Heat Council of New Jersey starts 
outdoor advertising July ~ 128 

Pennsylvania levies ‘emergency’ tax on 
gasoline and diesel fuel Nov. - 134 

Pennsylvania's legislative procedures 
and customs blocking bill to outlaw 
gasoline price wars Oct. = 156 

Pennsylvania Turnpike Commission reports 
on taxes Sept. ~ 146 

Policy changes of reorganized New Jersey 
Gasoline Retailers Assn, Sept. - 145 

Rein Gasterias, New Jersey private 
branderse, dissolve partnership. Nov. 
~ 134 

Tolls, taxes to pay for Connecticut 
highways July ~ 126 

Washington D,C.'s Evening Star surveys 
consumer buying habits Oct. — 157 


REG = 

Jobbers comment on what jobber--supplier 
contracts should contain July - 123 

Milton Oil and Troy Oil both celebrate 
anniversaries Aug. ~» 135 

Milton Oil of St. Louis purchases New 
Fra Oil of Belleville, Ill. Nov. = 135 

North Central Petroleum Credit Assn. 
formed to assist farm credits and 
collections Nov. ~ 135 

Phillips’ farm tractor study aimed at 
emphasizing LP-gas distribution 
Nov. = 134 

Recent mergers point up need for 
strengthening jobber association 
activities to meet competition July - 
87 


Small, integrated companies with aggressive 


expansion programs are changing 
Nebraska marketing picture Dec. = 125 


REG . 

Gulf's expansion in Rockies to be built 
entirely through jobbers Nov. = 138 

Petroleum Retailers Assn. of Colorado has 
own employment service to solve labor 
problems Sept. - 151 
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ltl ttt 


REGIONS —~ SOUTH 


Atlanta dealers ask legislature to curb 
trading stamp activities Nov. = 139 

Florida may inspect trading stamp companies 
July - 125 

Florida outlaws 2 premium stamp promotion 
schemes Dec. = 127 

Florida Senate kills bill for automatic 
renewal of state lands for drilling 
options Aug. ~ 132 

Florida Supreme Court upholds unconsti- 
tutionality of price sign regulations 
Aug. = 134 

Florida's gasoline consumption up 11.8% 
Sept. = 153 

Frontier still looking for Florida 
refinery site Aug. = 131 

Georgia jobbers seek legislation outlawing 
below-cost selling Aug. - 132 

Georgia, unable to find new sources of 
revenue, raises taxes on old standbys, 
including gasoline Sept. - 155 

Kayo, Inc, charges tax discrimination 
in Florida's bonding arrangement for 
gasoline distributors Oct. — 154 

North Carolina jobbers fighting increasing 
taxes for general fund July — 125 

The Texas Co. opens waterfront sales 
terminal in Augusta, Ga. Aug. = 132 


REG - SO 


Barney Holland's labor relations inspire 
loyalty Sept. - 146 

Chief concerns of a Southwest marketer are: 
commercial business competition, private- 
brand ‘price cutters’ and product 
handling losses. Sept. - 159 

Colorado retailers association seeks 
legislative relief from trading stamps. 
Volunteer efforts failed Nov. =~ 138 

Conversion of independent service station 
dealers to commission agents a trend in 
the Southwest Dec, = 126 

Dufau Petroleum Co. in New Orleans becomes 
Phillips jobber July = 125 

Humble O11 expanding into New Mexico 
Aug. - 131 

Humble Oil's Red Fennell describes service 
station man in his community at managers 
convention Aug. - 131 

Major company consignee sees commission 
agents as a dying breed July = 123 

Self-serve stations disappear in the 
Southwest due to customer attitude and 
local ordinances 
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REGIONS ~ SOUTHWEST (Cont'd ) RICHFIELD OIL CORP. 

Texas Gas Corp., losing customers to Dealer meetings stress serving lady 
pipe lines, finds new ones in local customers July - 128 -R 
private-brand jobbers Nov. = 136 Dealers in San Diego area claim ‘abuses' 

Texas Service Station Assn. growing; causing price wars Oct. - 155 -R 
credited with avoiding price wars, 
helping dealers; goals Oct. - 153 


See FEDERAL GOVERNMENT - Congressional 


- Committees 
Air Pollution Control District testing Addresses California Gasoline Retailers 
vapor recovery methods Aug. - 136 Assn. Dec. - 136 
Baldwin Park cut-rate operator Don Lynn 
sells out Nov. = 141 ROOSEVELT OIL & REFINING CORP. 
California distributors form committee To merge with Leonard and Mid-West if 
to cooperate with Los Angeles smog stockholders agree Oct. - 50 
control group in developing vapor 
recovery devices Sept. =- 150 
Carr, C. B., find Mojave Desert profitable 
service station site Sept. - 149 
Coldiron & Peeples Oil to handle Phillips 
motor oil in Northern California 
Nov. = 1Al 
General Petroleum starts ‘community 
relations’ program under Marion Dice 
July - 129 
Gould-National Batteries opening Puente 
plant Oct. saad 155 
Independent Gasoline Distributors of 
Arizona, new group, plans to build or 
lease own terminal Sept. - 147 
Richfield dealer meetings stress serving 
the ladies July - 128 
San Diego price war starts. Battle is 
between dealers and suppliers, especially 
Richfield Oct. = 155 
Signal Oil & Gas and Olympic Progress Oil 
settle gasoline suit out of court 
Nov. = lAl 
Standard of California again offering 
‘scenic view’ photographs Aug. - 136 
Suburban Gas Service acquires 7 more 
liquefied petroleum gas plants SAPETY 
Dec. ~ 128 After the Flood--Problems, Losses and 
Tide Water discontinues broadcasting Recovery, pic Oct. - 38 - Brodersen 
basketball games Sept. ~ 149 Dan Dugan wins 4th safety award by 
Union Oil moving ahead in Salt Lake following program of ‘aggressive 


district Aug. - 137 caution’, pic Oct. - 143 
Urich Oil Co. station being rebuilt in National Fire Protection Assn, revises 


Whittier Oct. - 156 Standards #31, a guide to space heaters 
Walter Simas issuing comic book to explain Oct. = 157 

self-serve service station situation to Tide Water plant opens doors to fire 

public Dec. = 128 fighting demonstration, pic Sept. - 120 
7 West Coast majors sued by Sydney Brenner 

for refusing to supply him with SERVICE STATIONS 

gasoline Nov. = 141 Also see EQUIPMENT 
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SE-SIG 


SERV ‘A (Cont 'd ) 
For premiums nea gifts, etc.) 


MERCHANDISING, ADVERTISING, 

PROMOTION = Premiums 

For Small Business Committee investigations 
See FEDERAL GOVERNMENT ~ Congressional 
Committees 

For union organizing see LABOR RELATIONS ~ 
Unions 

API printing accounting manual for 
distribution by suppliers to dealers 
July - 40 

Automobile ‘extras’ will present new 
servicing problems to stations Nov. - 
101 


Carr, C. B., finds Majove Desert 
profitable site Sept. - 149 -R 

DuPont survey shows what average dealer 
thinks about his operation, 2nd ina 
series Aug. ~ 40 

How 1956 cars will affect oil marketers, 

Sept. = 34 

Humble's ‘conventions’ for station 
managers replace spring sales meetings, 
pic Aug. ~ 45 

Leases a problem in England, too Nov, = 
140 

Moto-Pep finds sales soar with new fast 
car wash combined with station, pic 
Dec, ~ 33 

NCPR to press for longer leases 
159 

New York to refund fees for official 
inspection station licenses July ~ 60 

Petroleum Retailers Assn. of Colorado 
solves labor problems with own 
employment service Sept. ~ 151 -R 

Remote Control Pumping--When to Use It, 
How It Works, pic, illus. Aug. ~- 110 - 
Watson 

Richfield's dealer meetings stress 
serving lady customers July - 128 ~ R 

Self-serve stations disappear in the 
Southwest due to customer attitude and 
local ordinances Nov, - 137 ~R 

‘Supermarket! operation successful at 
Marine's Camp Pendleton, pic Oct. = 
113 

Walter Simas issuing comic book to 
explain self-serve situation to public 
Dec, -128 ~- R 

What the longer-term lease talk is all 
about, pic July - 41 

Wheel Balancing Pays-~in 31 Minutes, 

t story Nov. - 107 

Winterizing '55-'56: preparations, market 
outlook, pic, ijjus. (Note: See 
corrections Nov. '55 page 13) Sept. - 
87 ~ Brodersen 


a22o 


Oct. = 


SERVI IONS ~ 


Conversion of independent dealers to 
commission agents a trend in the 
Southwest Dec. ~- 126-R 

Dealer recognition on the upswing Aug. - 
29 ood Edit. 

Dealer-supplier relations covered by 3rd 
DuPont. survey Nov. = 34 

DuPont survey shows what average dealer 
thinks of his own operation, 2nd ina 
series Aug. ~ 40 

Gasoline Pump Mfgrs. Assn. maps promotion 
campaign, including contest for best 
dealer Dec. ~ 123 

Red Fennell, Humble consignee, tells 
convention of importance of service 
station man in his community Aug. - 
131 -R 

Retail leaders visit majors to lay 
groundwork for dealer-supplier talks 
at NPRC meeting Aug. ~ 38 

Socony Mobil General Petroleum and 
Magnolia announce 11]~point dealer 
program Sept. =~ 48 

White, John Teeneva Oil Co., finds 
commission arrangements successful 
Nov. - 89 


ERVICE STATIONS ~ 


uction 
California Is Off Again, As Muitipumps 
Revive the Canopy, pic Nov. ~ 40 = Elwell 
Prefabricated porcelain enamel] stations 
catching on in South, pic Aug. - 119 

Ss E ONS = 

Cherry Valley Trpk. Assn. campaigning 
to regain business lost to New York 
Thruway July -~ 126-R 

Federal highway proposal doesn't protect 
small marketer, free enterprise 
July - 37 - Hdit. 

NOJC annua] meeting approves excluding 
public or private commercial activities 
on limited access highways Dec. = 32 

Peterson, C,. A., tells South Carolina 
jobbers to stop fighting highways and 
learn to live with them Oct. = 161 

Ss 0 ° 

Direct delivery cuts costs 20% with new 
Argo, Ill. terminal, pic Aug. ~- 101 - 
Castle 

Public relations head, Hal Curtis, made 
a vice president Aug. - 29 =~ Hdit. 


SIGNAL OIL & GAS CO. 


See REGIONS - West 
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SI-SYN 


SIMON OIL CO. STANDARD OIL CO. (INDIANA) (Cont'd) 
Bases new advertising spurt on travel How Multi-Luber works on trucks, pic 
promotion, pic Nov. = 35 Aug. - 36 





SHELLY OL. CO. STANDARD OIL CO, (NEW JERSEY) 
Unveils full line of dry-charge batteries, See LABOR RELATIONS = Unions 
pic Oct, - 93 
S 
SMOG Canfield Oil to use Sohio name for 
See AIR POLLUTION gasoline. Retaining Canfield name for 
lubricating business Oct. = 50 
BIL 0 ° Machines Take Work out of Paperwork in 
“oo lames dealer program Heating Oil Delivery, pic Aug. - 92 
pt. - 
Hotchkiss Oil succeeds with Socony's STORAGE 
Planned Distribution System, pic Also See BULK PLANTS AND TERMINALS 


Dec, = 38 API to study evaporation loss, esp. 
Interview with Albert Nickerson, new gasoline stocks July - 40 


president, pic Aug. - 180 


SURBURBAN GAS SERVICE 
SOUTH CAROLINA OTL JOBBERS ASSN. Acquires 7 more liquefied petroleum gas 
Summer meeting deals chiefly with plants Dec. - 128-R 
commercial accounts, monopoly 
operation of service stations on SUN OIL CO. 
limited access highways and pension plans (Connecticut officials amend truck 
Oct. = 160 licensing law after test case Aug. - 
134 -R 
SOUTH DAKOTA INDEPENDENT OTL MEN'S ASSN. New line of batteries July - 119 
Farm credit revealed as major problem 
at annual convention Dec. ~- 131 S ~[) 
Also See MARKETS 
SOUTH PACIFIC PIPE LINES, INC. Today and Tomorrow: highlights of '55, 
New products line from El Paso to Watson, outlook for "56 Dec, 29 = Hit. 
Calif. may alter transportation systems, 
map Aug. ~ 77 SYNTHETICS 
Independent Oil Compounders meeting hears 
SPEEDWAY PETROLEUM CORP. H, L. Hemingway and F, E. Anderson on 
Larger dealer storage and scheduled present and future status of lube 
deliveries cut transportation costs, market Dec. = 95 
charts Aug. = 75 


STAND 0 0 
Again offering ‘scenic view! photographs 
Aug, ~ 136 - R 
Point Wells wharf rebuilt to avoid 
collisions, pic Sept. - 43 
Streamlined warehouse cuts TBA 
distribution costs, pic July - 108 


STANDARD OIL CO. (INDIANA) 

American Petroleum Assn. hears Paul 
Hawk describe successful budget 
selling plan, pic Dec. =~ 97 

Farm Credit Should be a Collect~As-You- 
Go System, charts (see correction, 
Aug. p. 40) July - 80 
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Also see NEWS BRIEFS 

After the Flood-—How Oil Marketers Can 
Get Financial and Tax Aid Oct. = 42 
- Brodersen 

Georgia, unable to find new sources of 
revenue, raises taxes on old standbys, 
including gasoline Sept. ~ 155 -R 

North Carolina jobbers fighting increase 
for general fund July ~ 125 -R 

Petersen, Standard of California, 
suggests ways to finance federal 
highways Nov. = 29 - Hiit. 

Report on status of bills to be 
reconsidered by Congress next session 
Sept. aad 37 

Tennessee jobbers vote to permit both 
jobbers and dealers evaporation 
allowance July ~ 88 


Attack on pr allowance to be presented 


at NOJC meeting Sept. - 43 

Commercial Accounts, Depletion Allowance, 
Divorcement and Angry Marketers 
Oct. = 29 = Edit. 

NOJC annual meeting hears stinging 
report by Economic Concentration 
Committee, pic, cover Dec. ~ 30 

Otis Ellis, NOJC, forestalls vindictive 
attack on depletion allowance 
July = 37 = Edit. 

NOJC votes to continue study of 
depletion allowance at May meeting, 

pie July ~ 44 


Pennsylvania levies ‘emergency’ tax 
for flood repairs Nov. -~ 134-R 


a gas bill passed without 


refund rider Aug. - 134-R 

Georgia, unable to find new sources of 
revenue, raises taxes on old standbys, 
including gasoline Sept. - 155 -R 

Kayo, Inc. charges tax discrimination 
in Florida's bonding arrangements for 
gasoline distributors Oct. - 154 -R 

Pennsylvania levies ‘emergency' tax for 
flood repairs Nov. - 134-R 

Pennsylvania Turnpike Commission reports 
on collections Sept, - 146-R 

13 states hike taxes for road 
construction Aug. - 41 

Taxes, tolls to pay for Connecticut 
highways July - 126-R 


-24- 


‘ 


TAXES - Gasoline (Cont'd) 
Tax increase main issue at Louisiana 
jobber convention Aug. - 139 
Texans trying to work out tax handling 
allowance and temperature correction 
Virginia Petroleum Jobbers Assn. opposes 
state tax hike Dec. = 134 


John White finds 'C-stations'’ pay for 10 
stations employing it Nov. - 8 


* U ° 

Decisions and resolutions at spring 
meeting in Gatlinburg, including vote 
on evaporation allowance July - 88 

Report on Tri-State meeting in Biloxi 
Nov. — 142 

Tri-State meeting hailed as a success 
Nov. =~ 29 = Edit. 


y « ° 

Opens waterfront sales terminal in Augusta, 
Ga. Aug. = 132 => R 

Texaco Rides a Spreading Trend: Product 
Pipe Lines, pic, map Dec. ~ 106 

Way Jobber Leslie Neal Switched Suppliers. 
from Texaco to Conoco, pic Sept. - 46 


T ° 
Losing large accounts to pipe lines, finds 
new ones in local private-brand jobbers 

Nov. - 136 “= R 


Chief concerns are: commercial business 
competition, private-brand ‘price 
cutters’ and product handling losses 
Sept. = 159 


TEXAS SERVICE STATION a 
Growing; credited with avoiding price 


wars, helping dealers; goals Oct. - 
153 = R 


0 fe) ° 
Discontinues broadcasting basketball 
games Sept. ~ 149 - R 
River terminal opens doors to fire 
fighting demonstration pic Sept. - 120 


Tr 
Services resident boaters, pic Dec. ~ 87 


A 
For budget selling, See CREDIT 
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TIRES, BATTERIES, ACCESSORIES (Cont'd) TIRES, BATTERIES, ACCESSORIES - Tires 
Canadian Oil Industry TBA convention Dealer acceptance of tubeless tires: 
hears Harper, Goodyear, on how to present status and why Dec. - 103 - 
boost station tire sales July - 119 Sturtevant 
How 1956 cars will affect oil How Wire Tires will Affect Marketers, pic 
marketers, tables Sept. - 34 Nov. = 103 
Kalbfleisch, Cities Service wholesaler- National Tire Dealers & Netreaders Assn. 
retailer, delivers the TBA goods, launches retread campaign Dec. = 100 
pic Nov. - 105 Trip through Ohio shows stations push 
Oil Industry TBA Group outlines speeches, premium tires July - 115 
panels for annual meeting, pic Tubeless Repairs: a Dealer Bugaboo’ 
Oct. - 9 Aug. - 81 - Sturtevant 
standard of California's streamlined Wheel Dalancing Pays--in 31 Minutes, 
warehouse cuts distribution costs, picture story liov. = 107 
pic July - 1038 
12=volt auto lamps 30% of replacement TRAINING 
market reports Tung-Sol Electric Also see MANAGEMENT 
Nov. = 39 Humble Oi] replaces spring sales meetings 
with ‘conventions! for service station 
TIRES, BATTERIES, ACCESSORIES - An managers, pic Aug. - 45 
“Gaenata jobbers vote to sponsor state Humble Oil starts training at the bottom 
bill covering sale of antifreeze at the bulk plant, pic Nov. - 83 = Reid 
Dec, = 132 Oil-Heat Institute o° llew Inglands expands 
Gulf introduces ‘single phase’ antifreeze oil burner service school program to 
with improved rust inhibitor Dec. = 98 new areas Sept. - 160 


TLS , BATTERIES , ACCESSORIES - Batteries TRANS AMERICAN OIL Co. 
Exide hitting Los Angeles area with 3-way Jobber Dickey‘s Southern Revolution, pic 
selling drive: rotation, radio and one- Nov. = 33 
price line, pic Dec. - 99 
Gould-National opening new plant in Puente, TRANSPORTAT IO} 
Calif. Oct. 155 -R Also see specific headings, AUTOMOTIVE, 
Guarantees Get Longer, But... Nov. = 108 BARGES, TRUCKS, ETC 
Skelly Unveils Full Dry-Charge Line, pic New products pipe line in Southwest may 
Oct. = 93 bring drastic alterations, map 
Sun Oil's new line of batteries July - 119 Aug. - 77 
Standard of California wharf rebuilt to 
TIRES, BATTERIES, ACCESSORIES - Seat Belts insure safety, pic Sept. - 43 
Being offered as optional equipment 
Nov. = 101 TROY 0 0. 
Offered as optional equipment by Ford Celebrating 25th anniversary Aug. - 135 -R 
and Chrysler Sept. - 138 
Seat belts must be installed correctly TRUCKS, TRUCKING 
to be effective Oct. = 141 Also see SAFETY 
TRA men watch seat belt scene, status, For use of fue] oil delivery trucks to 
future Oct. =- 102 spray liquid fertilizer see FERTILIZER 
Connecticut officials amend licensing 
IRES, BATTERIES, ACCESSORIES - S law after Sun‘s test case sug. - 134 -R 
Sales up 48% over peak year of 1954 Connecticut's management institute hears 
Oct, = 141 Nuttila of Cities Service, and Roth of 
Dahl Oil on operations, pic Nov. - 75 - 
TIRES, BATTERIES, ACCESSORIES = Tires Brodersen 
For tire quantity discount case see How Multi-Luber works on Indiana Standard 
FEDERAL TRADE COMMISSION trucks, pic Aug. - 36 
Canadian TBA group hears Harper, Goodyear, How Speedway Petroleum Slices Trucking 
on how to boost station tire sales Costs, charts Aug. - 75 
July - 119 
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TRUCKS, TRUCKING (Cont'd) URICH OIL Co. 

NTTC convention hears speakers advocate California Is Off Again, As Multipumps 
use of aluminum for tank trailers Revive the Canopy, pic Nov. - 40 - Elwell 
July - 199 Whittier station being rebuilt without 

New Jersey's Hours of Service Act abolishes interrupting operations Oct. - 156 -R 
keeping log of operations within 50 
miles Aug. -” 135 -R 

Tank Truck Code Gets Overhauling; good and 
bad points July - 144 


T 
See AUTOMOTIVE 


T 
‘See HIGHWAYS 


VIRGINIA OTL MEN'S ASSN. 
Convention hears Jessee Stickel of Crown 
on need for stronger supplier-jobber 


VIRGINIA PETROLEUM JOBBERS ASSN. 
Annual convention hears Otis Ellis urge 
NOJC support, opposes state tax hike 
Dec. = 134 


U 
Bases merchandising program on one=- 
mile 'Magic Circle', pic Nov. - 38 
Moving ahead in sales in Salt Lake City 
district Aug. - 137 -R 
Westward Petroleum Co., new subsidiary, 
to operate independently Oct, - 114 


UNIONS 
‘See LABOR RELATIONS - Unions 


UNITED STATES —acr CO. 
How Wire Tires (developed by U. S. 


Rubber ) Will Affect Marketers, pic 
Nov. = 103 
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OIL & . 
How Independent Is Challenging Majors 
with merger, expansion program, pic 
July = 52 


New Union 0il subsidiary to operate 
independently Oct. - 114 


WHITE, JOHN 
Chairman of NOJC, See NATIONAL OIL 
JOBBERS COUNCIL 
Addresses North Carolina Oil Jobbers 
Assn. meeting July - 90 


ROB 
See MILITARY 


0 


Why an Independent Went Major, pic 
Oct. = 83 
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